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FOREWORD 


NTRODUCTION 


This is one of a group of handbooks covering 
e engineering information and quantitative 
ita needed in the design and construction of 
ilitary equipment, which (as a group) con- 
itutes the Army Materiel Command Engineer- 
g Design Handbook Series. 


URPOSE OF HANDBOOK 


The handbook on Servomechanisms has been 
epared as an aid to designers of automatic 
ntrol systems for Army equipments, and as a 
ide to military and civilian personnel who are 
sponsible for setting control-system specifica- 
ns and ensuring their fulfillment. 


COPE AND USE OF HANDBOOK 


The publications are presented in hand- 
ook form rather than in the style of text- 
ooks. Tables, charts, equations, and‘: biblio- 
raphical references are used in abundance. 
‘roofs and derivations are often omitted and 
nly final results with interpretations are 
lated. Certain specific information that is 
lways needed in carrying out design details 
as, of necessity, been omitted. Manufac- 
lrers’ names, product serial numbers, tech- 
ical specifications, and prices are subject to 
reat variation and are more appropriately 
ound in trade catalogs. It is essential that 
p-to-date catalogs be used by designers as 
applements to this handbook. 


To make effective use of the handbook dur- 
ig the design of a servo, the following proce- 
ure is suggested. The designer should turn 
rst to Chapters 16 and 17 where design 
hilosophy and methods are discussed. Im- 
lementation of the ,design procedure may 
aquire a review of certain theoretical con- 
apts and methods which can be achieved 
1rough reference to Chapters 1 through 10. 
s the design proceeds, a stage will be 
2ached at which the power capacity of the 
utput member has been fixed. Reference to 


Chapters 14, 15, and 16 will then illustrate 
the salient features of output members hav- 
ing the required power capacity. After the 
designer has chosen the output member, he 
will find the information dealing with sensing 
elements and amplifiers (Chapters 11, 12, 
and 13) helpful in completing the design. 


FEEDBACK CONTROL SYSTEMS AND 
SERVOMECHANISMS 


Servomechanisms are part of a broad class 
of systems that operate on the principle of 
feedback. In a feedback control system, the 
output (response) signal is made to conform 
with the input (command) signal by feeding 
back to the input a signal that is a function 
of the output for the purpose of comparison. 
Should an error exist, a corrective action is 
automatically initiated to reduce the error 
toward zero. Thus, through feedback, output 
and input signals are made to conform essen- 
tially with each other. 


In practice, the output signal of a feedback 
control system may be an electrical quantity 
such as a voltage or current, or any one of a 
variety of physical quantities such as a linear 
or angular displacement, velocity, pressure, 
or temperature. Similarly, the input signal 
may take any one of these forms. Moreover, 
in many applications, input signals belong to 
one of these types, and the output to another. 
Suitable transducers or measuring devices 
must then be used. It is also common to find 
multiple feedback paths or loops in compli- 
cated feedback control systems. In these sys- 
tems, the over-all system performance as 
characterized by stability, speed of response, 
or accuracy can be enhanced by feeding back 
signals from various points within the system 
to other points for comparison and initiation 
of correction signals at the comparison points. 


At present, there is no standard definition 
of a servomechanism. Some engineers prefe 
to classify any system with a feedback loo 
as a servomechanism. According to this inter- 








pretation, an electronic amplifier with nega- 
tive feedback is a servo. More frequently, 
however, the term servomechanism is re- 
served for a feedback control system contain- 
ing a mechanical quantity. Thus, the IRE 
defines a servomechanism as “a feedback con- 
trol system in which one or more of the sys- 
tem signals represents mechanical motion.” 
Some would restrict the definition further by 
applying the term only to a special class of 
feedback control system in which the output 
is a mechanical position. 


APPLICATION OF SERVOMECHANISMS TO 
ARMY EQUIPMENT 


Servomechanisms are an important part of 
nearly every piece of modern mechanized 
Army equipment. They are used to automat- 
ically position gun mounts, missile launchers, 
and radar antennas. They aid in the control 
of the flight paths of jet-propelled rockets and 
ballistic missiles, and play an important role 
in the navigational systems of those vehicles. 
As instrument servos, they permit remote 
monitoring of physical and electrical quan- 
tities and facilitate mathematical operations 
in computers. 


No single set of electrical and physicai re- 
quirements can be stated for servomecha- 
nisms intended for these diverse military ap- 
plications. The characteristics of each servo- 
mechanism are determined by the function it 
is to perform, by the characteristics of the 


li 


other devices and equipments with which it 
is associated, and by the environment to 
which it is subjected. It will often be found 
that two or more servo-system configurations 
will meet a given set of performance specifi- 
cations. Final choice of a system may then be 
determined by such factors as ability of the 
system to meet environmental specifications, 
availability of components, simplicity, relia- 
bility, ease of maintenance, ease of manufac- 
ture, and cost. Finally, the ability to translate 
any acceptable paper design into a piece of 
physical equipment that meets electrical and 
physical specifications and works reliably 
depends to a great extent upon the skili of 
the engineering and manufacturing groups 
responsible for building the system. The exer- 
cise of care and good judgment when specify- 
ing electrical, mechanical, and thermal toler- 
ances on components and subsystems can 
contribute greatly to the successful imple- 
mentation of servo-system design. 


The handbook on Servomechanisms was pre- 
pared under the direction of the Engineering 
Handbook Office, Duke University, under con- 
tract to the Army Research Office-Durham. The 
material for this pamphlet was prepared by 
Jackson & Moreland, Boston, Massachusetts, un- 
der subcontract to the Engineering Handbook 
Office. Jackson & Moreland was assisted in their 
work by consultants who are recognized authori- 
ties in the field of servomechanisms. 




















PREFACE 


The Engineering Design Handbook Series of the Army 
Materiel Command is a coordinated series of handbooks 
containing basic information and fundamental data useful 
in the design and development of Army materiel and sys- 
tems. The handbooks are authoritative reference books of 
practical information and quantitative facts helpful in the 
design and development of Army materiel so that it will 
meet the tactical and the technical needs of the Armed 
Forces. The present handbookis one of a series on Servo- 
mechanisms. 

Section 3 of the handbook contains Chapter 13, which 
covers the different amplifiers used in servo controllers. 
This chapter describes the following types of amplifiers: 
electronic, transistor, magnetic, rotary electric, relay, 
hydraulic, pneumatic and mechanical. The advantages and 
disadvantages of the various types are discussed to help 
the circuit designer in making a choice for his particular 
application. 

For information on other servomechanism components 
and on feedback control theory and system design, see one 
of the following applicable sections of this handbook: 


AMCP 706-136 Section 1 Theory (Chapters 1-10) 

AMCP 706-137 Section 2 Measurement and Signal 
Converters (Chapters 11-12) 

AMCP 706-139 Section 4 Power Elements and System 
Design (Chapters 14-20) 

An index for the material in all four sections is placed 
at the end of Section 4. 

Elements of the U. S. Army Materiel Command having 
need for handbooks may submit requisitions or official 
requests directly to Publications and Reproduction Agency, 
Letterkenny Army Depot, Chambersburg, Pennsylvania 
17201. Contractors should submit such requisitions or 
requests to their contracting officers. 

Comments and suggestions on this handbook are wel- 
come and should be addressed to Army Research Office- 
Durham, Box CM, Duke Station, Durham, North Carolina 
27706. 
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CHAPTER 13 


AMPLIFIERS USED IN CONTROLLERS 


13-1 ELECTRONIC AMPLIFIERS’ 


13-1.1 VACUUM TUBES 


Vacuum tubes are thermionic devices in 
which a number of electrodes are contained 
inside a sealed envelope of glass, metal, or 
ceramic, which is evacuated to the lowest 
practical gas pressure. Types of tubes gen- 
erally used in amplifiers include diodes, tri- 
odes, tetrodes, pentodes, and beam power 
tubes. Table 13-1 lists the symbols normally 
used with these types of tubes and their as- 
sociated circuits. 


13-1.2 Diodes 


The simplest form of vacuum tube is a 
diode, which contains two electrodes (a plate 


*By A. K. Susskind 


and a cathode) and a heater. In the symbolic 
representation of Fig. 13-1, the top element 
is the plate, the middle element is the cath- 
ode, and the heater is at the bottom. The 





Fig. 13-1 Symbolic representation of a diode. 


TABLE 13-1 SYMBOLS 


Control-grid supply voltage 
Plate supply voltage 
Instantaneous total grid voltage 
Instantaneous total plate voltage 


Instantaneous total plate current 


Quiescent (zero excitation) value of plate voltage 


Quiescent (zero excitation) value of plate current 


Instantaneous value of alternating component of grid voltage 


Instantaneous value of alternating component of plate voltage 


Instantaneous value of alternating component of plate current 
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heater, usually enclosed within the cathode, 
is used to raise the temperature of the cath- 
ode to the point where the cathode acts as a 
source of free electrons. The electrons leave 
the cathode and a great many of them travel 
to the plate, forming a unidirectional path 
for controllable current flow from the plate 
to the cathode (called plate current). 


13-1.3 Control of electron flow. Useful con- 
trol of electron flow from the cathode cannot 
be achieved by varying the heater potential. 
Therefore, heaters are always connected to 
sources of fixed potential, and heater symbols 
are frequently omitted from electronic-circuit 
diagrams. 


In a diode, the only useful way to contrcl 
electron flow is by control of the plate voltage 
€, (the potential difference between the plate 
and cathode). The relationship between plate 
voltage e, and plate current 2, for constant 
cathode temperature is shown in Fig. 13-2, 
where the curve is drawn for positive values 
of e,. For all negative values of é), plate cur- 
rent 2, is zero. Reference directions (indicated 
by arrows in Fig. 13-1, for example) are chos- 
en so that e, is a positive number whenever the 
plate is actually positive with respect to the 
cathede, and 7, is a positive number when cur- 
rent flows from plate to cathode. 


13-1.4 Diodes as rectifiers. The diode is a 
nonlinear device. One useful application of 
this nonlinearity is in a rectifying circuit such 
as Fig. 13-3. If the simplifying assumption is 
made that the e)-7, curve has a constant slope 
FR, in the conducting region, and infinite im- 
pedance in the nonconducting region, output 
current is given by 

= En (— + care wt 
R,+R\ x 2 





=o i eee cos dat —... ) 
3x 15x 


(13-1) 


The time-invariant (or d-c) component of this 
waveform can be isolated by adding a low-pass 
filter to the output. See Gray" for a more de- 
tailed discussion of rectifier circuits. 
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Fig. 13-2 Volt-ampere curve of a diode 
cathode temperature constant. 


hon 


Fig. 13-3 Diode used as rectifier. 
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13-1.5 Triodes 


If a third electrode, called the control grid, ea +k, 
is inserted between the plate and cathode of a 
diode, the tube becomes a triode. The control 
grid provides an additional means of control- ' 
ling electron flow. Plate current is now a func- 
tion of both the control-grid and plate voltages 
and, since a change in grid voltage can result 
in a larger change in plate voltage, amplifica- 
tion can occur. The triode is shown symbolic- 
ally in Fig. 13-4. o . 


13-1.6 Plate characteristics. The volt-ampere 
(€,-1,) characteristics of a triode comprise a 
family of curves with grid voltage e, (grid-to- 
cathode voltage) a parameter. These curves 
are called plate characteristics ; a typical fam- 
ily is shown in Fig. 13-5. These curves demon- 
strate that: 

(a) Plate current can flow only when the 
plate is positive with respect to the cathode. 

(b) For a given value of plate voltage e,, 
increasingly negative values of grid voltage 
e, decrease plate current 7, and, if e, is made 
sufficiently negative, conduction ceases. This is 
called cutoff, and the value of e, that causes 
cutoff is called the cutoff voltage. 

(c) The curves are not straight lines. 

(d) Curves for successive values of e, are 
displaced by unequal] amounts. 
It follows that, even when the plate voltage is 
positive and the grid voltage is above cutoff, 
the triode behaves as a nonlinear device. For 
precise results, therefore, nonlinear analysis 
must be used. 


e.= 0 e.= —k, 
e,=—ko 


¢o=—ky 





Fig. 13-6 Triode amplifier. 


13-1.7 Graphical analysis. The most effective 
technique is graphical analysis. Using the typ- 
ical triode amplifier in Fig. 13-6, which in- 
cludes a load resistance RF, in its plate circuit, 
graphical analysis can be accomplished as 
follows: 

(a) On the plate-voltage axis of the plate 
characteristics, mark the point corresponding 
to the plate supply voltage Ey). 

(b) From this point, draw a straight line 
with a slope —1/R, to the 1, axis. This sloping 
line is called the load line. 

(c) For each value of e,, determine the 
Fig. 13-4 Symbolic representation of a triode. corresponding values of e, and % using the 
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abscissa and ordinate, respectively, of the 
intersection of the load line with the e, line of 
interest. 


An example of this construction is given in 
Fig. 13-7. For a more complete discussion, see 
Preisman’s book. (2) 


13-1.8 Linear approximations. As an analysis 
tool, graphical construction is reasonably 
straightforward, particularly when the cir- 
cuit associated with the tube is relatively 
simple. In many cases, however, complex con- 
figurations are involved and graphical analy- 
sis becomes tedious. It is especially so when 
nonresistive elements are encountered. It is 
often possible to make a good linear approxi- 
mation of the tube characteristics, if the re- 
gion of operation on the plate characteristics 
is small enough, so that 


(a) Theslope of the plate characteristics is 
approximately constant over that region. 


(b) The plate characteristics are almost 
uniformly spaced over that region. 


13-1.9 Region of operation. The region of 
operation is determined by the choice of En, 
R,, and the range over which e, varies due to 
the input signal. In amplifiers for servomech- 
anisms, it is usually possible (in all but the 
last stage) to select E,,, R,, and the tube type 
so that the grid is never operated positively 
or in the nonlinear region near cutoff. Under 
these conditions, the assumption of linear be- 
havior usually leads to satisfactory results. 


13-1.10 Linear equivalent circuits. The dy- 
namic voltage-source linear equivalent circuit 
for a triode is given in Fig. 13-8. Here, e,, é,, 
and i, are time-varying quantities and the 
grid-to-cathode impedance is shown as infi- 
nite. This is primarily justified by the as- 
sumption that the grid is never allowed to 
become positive with respect to the cathode 
and, as a result, no significant grid current 
flows. In the equivalent circuit, the amplifi- 
cation factor p is defined as 


0e> (13-2) 
ec to = constant 


The factor » can be computed from the plate 
characteristics of Fig. 13-5 by finding (at the 


SLOPE = -1/R, 







e,a-k, 
e. 2 —k, 


¢.™ —ks 


Fig. 13-7 Graphical analysis of a triode 
amplifier. 





Fig. 13-8 Linear equivalent circuit of a triode. 


approximate center of the operating region, 
and along a horizontal line) the change in 
plate voltage due to a change in grid voltage 
and then forming the quotient of these two 
variables. The plate resistance 7,, in ohms, is 
defined as 


— 9 (13-3) 


Ot éc = constant 
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The factor r, can be computed by measuring 
the slope of an e, — 4, curve at the approxi- 
mate center of the operating region. A third 
parameter, the transconductance, is also con- 
venient to use at times. Transconductance, in 
mhos, is defined as the change in plate cur- 
rent per unit change in control-grid voltage 
and is given by 


7 _ _F 
Os =—— (18-4) 
Ole eo — constant , 
For different types of triodes, typical values 
of » range from 2 to 100, r, from 1000 to 
20,000 ohms, and g,, from 1000 to 5000 


micromhos (1 « 10-* mho = 1 micromho). 


13-1.11 Alternate linear equivalent circuit. 
An alternate linear equivalent circuit is 
shown in Fig. 13-9. In this circuit, a current 
source g,€, and a parallel resistance 7, are 
used instead of the voltage source ype, in 
series with 7, as shown in Fig. 13-8. The 
choice of which equivalent circuit to use in an 
analysis is entirely a matter of convenience 
because the two circuits shown give identical 
results. 


13-1.12 Quiescent operating point. As indi- 
cated above, the linear model usually applies 
only to variations in e, and 7, from the quies- 
cent operating point, which is the point e, — 
Ey. t%» = Iy., corresponding to zero input sig- 
nal. The input signal e, is usually superim- 
posed on a negative bias E., so that positive 





In = 





Fig. 13-9 Alternate equivalent circuit of a triode. 
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values of e, do not result in positive values of 
e,. It follows that the quiescent operating 
point is found at the point where the zero- 
signal load line intersects the e, = E,,, charac- 
teristic. This point should be determined 
from the plate characteristics. 


13-1.13 Phase shift. The zero-signal load is 
usually simple to determine because it takes 
into consideration only the resistive compo- 
nents of the load (capacitors being considered 
as open circuits and inductances as short 
circuits). Variations in e, and i, due to input 
signals are denoted as e, and i,. Using these 
definitions, the following may be written: 


es eee (13-5) 
%—Ih+ 1 (13-6) 
€, = Eee + ey (13-7) 


The signs of e, and 7, may be negative, but 
the signs of e, and i, are not. In fact, Figs. 
13-8 and 13-9 show that e, is negative when 
€, 18 positive, and e, is positive when e, is 
negative. Thus, a triode causes a phase shift 
of 180° between grid and plate. 


13-1.14 Pentodes and Beam-Power Tubes 


Among vacuum tubes containing more than 
three electrodes, beam-power tubes and pen- 
todes are of primary importance in servo- 
mechanism applications. A beam-power tube 
contains a cathode, a control grid, a screen 
grid, beam-forming electrodes, and a plate. 
A pentode contains a cathode, a control grid, 
a screen grid, a suppressor grid, and a plate. 
These two tube types are shown symbolically 
in Fig. 13-10. For servomechanism applica- 
tions, the significant change brought about 
by the addition of the screen grid is the abil- 
ity to achieve higher gain in beam-power and 
pentode circuits than is possible in triode cir- 
cults. However, since the screen grid is usually 
operated at a fixed d-c voltage (relative to the 
cathode), which is intermediate between plate 
supply and cathode potentials, an additional 
power supply is often required. This fre- 
quently outweighs the advantage of higher 
gain when over-all amplifier complexity is 
considered. In this respect, the triode is 
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BEAM POWER TUBE 


PENTODE 


Fig. 13-10 Symbolic representation of a beam- 
power tube and a pentode. 


superior to multigrid tubes because it re- 
quires no screen supply. It is often simpler to 
add more stages of amplification than to pro- 
vide additional power supplies. Another fea- 
ture that triodes possess is greater linearity 
of operation with large signal-voltage inputs. 


13-1.15 Plate characteristics. Figure 13-11 
shows typical plate characteristics of a beam- 
power tube, while those for a pentode are 
shown in Fig. 13-12. Both figures show that 
the plate current changes very little with 
changes in plate voltage when operation is 
above the knee of the curves and when all 
grid voltages are constant. It follows, there- 
fore, that the plate resistance r, of these tubes 
is very high, usually ranging from about 
100,000 ohms to 10 megohms, as compared 
with a triode r, of about 1000 to 20,000 ohms. 
Since triode transconductance is approxi- 
mately equal to pentode transconductance, 
when similar construction is used, it follows 
that the amplification factor pn, given by 


u= In Tp (13-8) 


is much higher for multigrid tubes than for 
triodes. 


13-1.16 Linear equivalent circuits. When 
screen-grid and suppressor-grid voltages are 
constant, and operation is above the knee of 
the curves, the linear equivalent circuits of a 
multigrid tube have the same form as the 
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Fig. 13-11 Plate characteristics of a beam- 
power tube with constant screen voltage. 


@., 29 
Qyo-k, 


eo —ko 


Fig. 13-12 Plate characteristics of a peniode with 
constant suppressor and screen voltages. 


triode linear equivalent circuits of Figs. 13-8 
and 13-9. For analysis of pentode operation, 
Fig. 13-9 is usually more convenient. When 
r, is high compared with any load impedance 
connected to the plate, it is possible to con- 
sider the plate resistance as infinite. In Fig. 
13-9, the tube can then be considered simply 
as a current source g,, é,. 


13-1.17 Graphical analysis. Graphical analy- 
sis of multigrid tubes is similar to that of 
triodes. 


13-1.18 Interelectrode Capacitance 


In the linear equivalent circuits heretofore 
discussed, no interelectrode capacitances were 
shown. These capacitances actually exist, but 
their values are so small (a few micromicro- 
farads) that they are of no consequence at 
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the signi frequencies encountered in servo- 
mechanisms. Therefore, interelectrode capa- 
citance may be ignored, except when ampli- 
fier stability is considered. 


13-1.19 Tube Specifications 


In addition to the plate characteristics and 
the parameter values for the equivalent cir- 
cuit, there are other important tube specifi- 
cations, listed in tube-manufacturers’ cata- 
logs, which the circuit designer must take into 
consideration. While these additional specifi- 
cations do not affect the theoretical operation, 
they do represent application limits. If these 
limits are exceeded, tube performance will 
differ from the given characteristics, or the 
period of operation over which the tube par- 
ameters remain at approximately the pub- 
lished values will be materially narrowed. 
These additional specifications must there- 
fore be ascertained and adhered to. Of parti- 
cular interest is the average plate dissipation 
P,, which is defined as the time average (over 
a cycle) of the product of tota! plate voltage 
and total plate current. For sinusoidal opera- 
tion 


a ae 
Poe f erin (cot) (13-9) 
21 0 


For linear operation, the plate dissipation is 
greatest under quiescent conditions and is 
given by 

P’, = Ewlvo (13-10) 
where E,, and [,,. are the plate voltage and 
- plate current, with zero input signal. Since 
servo amplifiers usually receive no error sig- 
nals for extended periods of time, quiescent- 
condition plate dissipation frequently de- 
termines whether the dissipation rating is 
being exceeded. The power dissipation of the 
screen is determined in a similar manner; 
i.e., by computing the time average of the 
product of screen voltage and total screen 
current. 


13-1.20 LINEAR ANALYSIS OF 
SIGNAL-STAGE VACUUM-TUBE 
VOLTAGE AMPLIFIERS 


In servomechanisms, voltage amplifiers are 
used primarily to increase the level of the 
control signai. 


13-1.21 Characteristics of Tubes Used 

The tubes used in low-level voltage amnli- 
fiers have the following characteristics : 

(a) Triodes have high values of up (e.g., 
100) and pentodes have high values of 9m 
(e.g., 4000 micromhos). 

(b) Maximum current ratings are moder- 
ate (e.g., 10 ma). 

(c) Plate-dissipation ratings are moderate 
(e.g., 1 watt). 


13-1.22 Simple Amplifier 


The simplest voltage-amplifier circuit is 
that of Fig. 13-6, the linear equivalent of 
which is shown in Fig. 13-13. The gain of such 
an amplifier is defined as the ratio of the varia- 
tional component of the output voltage to the 
variational component of the input voltage. 
The mathematical expression for this gain is 


ae ed LL 
Cin Ry, + Ty, 

(The minus sign results from the 180° phase 
relationship between e, and e,,.) In designing 
amplifiers, the usual practice is to attempt to 
achieve the required gain with the least num- 
ber of stages of amplification. This naturally 
leads to an attempt to realize the maximum 


(13-11) 





Fig. 13-13 Equivalent circuit of a simple 
plate-loaded amplifier 
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gain from each stage. Equation (13-11) indi- 
cates that the maximum possible gain equals 
u and can be attained by making R, much 
larger than r,. To prevent this large value of 
R, from producing plate-current values so 
low as to make 1, large (r, is inversely re- 
lated to 1,), a high plate supply voltage is 
required, reaching a value that is usually 
impractical. Practical values of E,, do not 
exceed a few hundred volts and usually re- 
strict the gain to a level that is only 60 to 80 
percent of the amplification factor. Similar 
restrictions apply to a pentode, since g,, is 
approximately proportional to 2). 


13-1.23 Series Tube Triode Amplifier 


In one method of attempting to realize the 
maximum possible gain, R,; is replaced by a 
second vacuum-tube circuit, as in the series 
tube triode amplifier of Fig. 13-14. Tube V2 
and its cathode resistor R, are approximately 
the equivalent of a battery of p2f’., volts plus 
a series resistor of value 7,2. + R,(1 + pe). 
As an example, consider a series tube circuit 
using both sections of a Type 6SL7 dual-tri- 
ode, where 


Hi = pe = 70 

Tp1 = Tez — 44,000 ohms 

R, = 22,000 ohms 

E'y4y = 350 volts 

E., = 45 volts 

The equivalent plate supply voltage is 


BE’ yy = Evy + pel’ce = 350 + (70 X 45) 
= 3500 volts 


the equivalent plate load on V2 is 


R’, = Te + (1 + we) Ry = 44,000 
+ (71 xX 22,000) ~ 1.6 megohms and the gain 
is 

K— 2 wp=—70 

Cin 

The series tube amplifier has one drawback, 
however, that makes it impractical except in 
rare instances. This drawback is the necessity 
for a floating supply E.... 


F2, ‘p2 


vi 


Fig. 13-14 Series tube amplifier. 


13-1.24 Cascode Amplifier 

A more practical circuit for realizing maxi- 
mum possible gain is the cascode triode am- 
plifier of Fig. 13-15. With tubes V1 and V2 
identical, the gain of this circuit is 


K— £6 — —b +1) Re (13-12) 
Cm (np +2) 7, + Ri 
which reduces to 
K = —9,ft1, (13-13) 
when | 


(u+2)r, >> R,andp>>1 


This demonstrates that the gain of a cascode 
triode amplifier equals that of a single pen- 
tode amplifier with infinite r,. However, the 
pentode amplifier requires a screen-bias sup- 
ply and the triode cascode amplifier does not. 
On the other hand, the disadvantage of the 
cascode triode amplifier is the necessity for a 
second tube. If two tubes are to be used, the 
second tube could be more advantageously 
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Fig. 13-15 Cascode amplifier circuit. 


employed as a second voltage amplifier in 
cascade with the first, in which case an even 
larger over-all gain than either the cascode 
or pentode amplifier would produce might be 
realized. Cascode circuits are used primarily 
in direct-coupled amplifiers where the prob- 
lem of cascading amplifier stages makes it 
desirable to maximize the gain per stage, 
even at the expense of extra tubes. 
13-1.25 Cathode Followers 

In equivalent circuits, the symbol e, repre- 
sents the variational component of grid-to- 
cathode voltage. When the tube circuit has 
internal feedback, e, does not equal the exter- 
nally applied input voltage. For example, in 
Fig. 13-16, which is the circuit schematic of a 
cathode follower, e, is expressed as 


where e,, is the time-varying component of 
the input voltage and e, is the time-varying 
component of the cathode-to-ground voltage. 





Fig. 13-16 Cathode follower. 


Successive manipulations of the linear equiv- 
alent circuit (Fig. 13-17) demonstrate the 
nature of e,. When the generator voltage pe, 
(which has the same polarity as e,) is consid- 
ered as due to a fictitious resistor pF, and is 
then lumped with R, in the final step of Fig. 
13-17, the identity of the cathode terminal 
vanishes. Therefore, additional cathode load- 
ing cannot be applied to the final equivalent 
circuit of Fig. 13-17. The equations for e, and 
gain K are 





a ee os 13-14 
sea calicaaaey ar Ger ee ae 
Ka Se 
é (1+) +7 
= = 7) (18-15) 
( +) ( e+ re, 


The voltage gain of a cathode follower is 
always less than unity, no matter how large 
R, is made. To a load connected from cathode 
to ground, the cathode follower appears as a 
generator with an open-circuit voltage as 
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given by Eq. (13-14), and the variational 
output impedance R, is given by 





R, = eit ey ee (13-16) 


eS ere 1l+np Ge 


if 


Ts 





Ri >> andp>>1 
1+pn 


Practical values of R, range from 100 to 1000 
ohms. 


The cathode follower is nearly always used 
to couple a low-impedance load to a-high-im- 
pedance signal source, thereby reducing the 
severe loading effect (on the source) that is 
imposed by other types of coupling circuits. 
Where even lower output impedances are de- 
sired, the White cathode follower, comprising 
two tubes interconnected as shown in Fig. 
13-18, can be used. The equivalent circuit 
(when V1 and V2 are identical) is shown in 
Fig. 13-19. This configuration can result in 
practical circuits with an output impedance 
of 10 to 100 ohms and with a gain approxi- 
mately the same as that for a single-tube cath- 
ode follower. 





Fig. 13-17 Equivalent circuit of a cathode follower and its manipulation. 
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Fig. 13-18 White cathode follower. 


+R, 


2+, ria +pa+prtad 





* "Rye; 


Fig. 13-19 Thevenin equivalent circuit of 
White cathode follower. 


Where the voltage gain of a cathode fol- 
lower must approach unity as closely as pos- 
sible, the resistor R, in Fig. 13-16 can be re- 
placed by a second tube as in Fig. 13-20. The 
gain expression then becomes 


HilTs2 + Re(1 + we) ] 


(1 + pi) |t52 + Re(1 + pe) ean 
1+ wh 


(13-17) 


=~] 


when 


2 +R,(1+ 2) >> am andy, >> 1 





fs 
These inequalities can exist in a practical cir- 
cuit without reducing the V1 plate current to 
such a small value that r,, is large. 
13-1.26 Simple Feedback Amplifier 

Another common form of voltage amplifier 
is the circuit of Fig. 13-21, which is evolved 
by adding a feedback resistor R, to the circuit 
of Fig. 13-6. The grid-to-plate gain expression 
for this circuit is 

— pR, 


K = —___*_+___ 13-18 
Ri + ry +R, (1 +) 


iJ +E, 


vi 


Fig. 13-20 Two-tube cathode follower. 
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and the variational output impedance that the 
load sees is 


R,= 1, + Ri (1 + p) (13-19) 


Because of the appearance of the term 
R,(1 +) and also because of the approxi- 
mate constancy of p over a range of operating 
conditions (also during aging of the tube), 
the addition of R, increases the gain stability 
in the presence of variations in 7,. It also low- 
ers the gain and increases the effective output 
resistance. Output voltage e, is expressed as 


eéo= _ pen —— (13-20) 
2h +k + 1, 
when 
R, — Rk, — R 


The circuit can be used as a phase splitter; 
i.e., 2 circuit with two outputs equal in magni- 
tude but 180° out of phase. It can also be used 
as a coupling circuit between a single-ended 
input and a push-pull stage. The two output 
voltages must always be less than the input 
voltage. 


13-1.27 Differential Amplifiers 


Figure 13-22 shows the general form of a 
commonly used class of amplifiers called dif- 
ferential amplifiers. The time-varying com- 
ponents of the output voltages are given by 
the expressions 


This equation shows that the plate-to-plate 
output voltage of a differential amplifier is 
proportional to the difference between the in- 
put signals. If the output is taken between the 
plate of one tube and a point of fixed potential 
(such as groungd), the output can still be made 
approximately proportional to the difference 
between the input signals by making 


R,(1+p) >>R,+17, 


Then 
eg = — ee, en) (18-24) 
2(Ri + T,) 
» BR 
€ og = 2(Rz +1,) (Cin — Cena) (13-25) 


Because it produces an output signal that is 
either positive or negative, and proportional 
to the difference between the two input sig- 
nals, this circuit is useful as a summing de- 
vice in a servomechanism. If one of the grids 
is grounded, one output of the differential 
amplifier is in phase with the input, and the 
other output is 180° out of phase with the in- 
put. For this reason, the differential amplifier 
may be used as a phase splitter. It is then 
necessary that the two output voltages be of 


C1 = Re — Cini 1 [R,(1 + Ho) tae To] + Cpnopekt; (1 +1) (13-21) 
Coo = —Rio Cail R,(1 + He) ieee Ba +1) + Ri + To] (13-22) 
where 


D= (1+ 9) (1+ pw) RY —C1+ mw) R 
+ Riri + roi 0 (1 + pe) Re + Riz + 752] 


If both tubes are identical, Ry: = Ri2e—R1, 
and the output is taken between the plate of 
V1 and the plate of V2, then 


Co = Cor — So2 — eae Oe — C1) (13-23) 
R, + T, 


equal magnitude. For this case it is sufficient, 
but not necessary, that 


R.(1+p) >>Ri+7, 


It is only necessary that 
Ria = ee) 
Ri + 1, + Ria 
1+p 
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Because the output of a differential amplifier 
depends almost entirely upon the difference 
between the two input signals, the circuit is 
insensitive to equal changes in both signals. 
Thus, equal variations in the input signals, 
such as drift in the reference potentials to 
which they are returned, result in small out- 
put-voltage variations. This property makes 
differential amplifiers very useful for d-c am- 
plifier applications. 


13-1.28 Use of Pentodes 


In all circuits previously discussed where a 
resistor FR, is connected in series with the 
cathode, the use of pentode tubes is not con- 
venient. This is because maintenance of prop- 
er screen voltage (which must be constant 
with respect to the cathode) would require a 
Fig. 13-21 Plate-and-cathode-loaded amplifier. separate power supply for the screen of each 

pentode stage, with the supply connected be- 

tween screen and cathode. However, when 

signal frequencies are high enough (at least 

D +E,, 10 cps), pentodes can be used without a sepa- 

rate or floating screen supply for each stage. 

This is accomplished by connecting all pentode 

screens to a single source of positive voltage 

through individual resistors R, and by con- 

necting a large capacitor (typically, 0.1 to 1 

microfarad) between the screen and cathode 
- of each pentode. 


13-1.29 POWER AMPLIFIERS 








In the previous discussion of voltage-ampli- 

"0? fier circuits, no attention was paid to the cur- 

: ‘ rent levels in the amplifier load because the 

a "2 power supplied to that load is of little conse- 

quence. However, in the final stage of a servo 

amplifier, the amplifier load is the output 

at member of the servomechanism. Since the 

load is usually a motor or a similar power- 

consuming device, the final amplifier stage 

must be a power amplifier with adequate out- 
put. 


R, 


Fig. 13-22 Differential amplifier. 


13-1.30 Tubes Used in Power Amplifiers 


The tubes used for power amplification dif- 
fer from those used for voltage amplification. 
These differences include: 


(a) Greater maximum plate-dissipation 
ratings (e.g., 10 watts) 
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(b) Greater plate-current ratings (e.g., 
200 ma) 


(c) Greater range of grid voltage over 
which operation is linear (e.g., 15 volts) 


Pentodes and beam-power tubes (e.g., Type 
6L6) are commonly used as power-amplifier 
tubes because they produce a larger a-c load 
voltage than triodes do, for a given plate sup- 
ply voltage and given maximum permissible 
harmonic distortion. In addition, pentodes 
are less likely than triodes to produce unwant- 
ed oscillations, when feeding inductive loads 
such as motors, because the grid-to-plate 
capacitance of a pentode is lower than that of 
a triode. 


13-1.31 Push-Pull Power Amplifiers 


In servomechanisms, the push-pull power 
amplifier is more generally used than the 
single-ended, or any other type of power am- 
plifier. The push-pull circuit comprises two 
tubes of the same type connected as shown in 
Fig. 13-23. The two grid-signal voltages are of 
equal magnitude and 180° out of phase. The 
input transformer T1 can be replaced by a 
phase-splitting circuit as discussed in con- 
nection with Figs. 13-21 and 13-22. The major 
advantages of the push-pull circuit over the 
single-ended circuit (load connected to one 
tube or two tubes in parallel) can be sum- 
marized as follows: 


(a) Higher plate-circuit efficiency (ratio 
of output power to power dissipated in tube). 
Efficiency can be as high as 65 percent in a 
push-pull amplifier, as against up to 30 per- 
cent for a single-ended amplifier. Hence, for 
a given pair of tubes dissipating a fixed 
amount of power, the push-pull circuit deliv- 
ers a greater output. 


(b) An output, or load, signal that is com- 
pletely free of even harmonics. Tube nonlin- 
earites introduce these harmonics, but push- 
pull circuit action cancels them. This permits 
operation of each tube with a bias that is 
high enough to cut off the tube during part 
of the negative grid-voltage half-cycle when 
there is an input sinusoid of maximum ampli- 
tude. Under these conditions, the higher 
values of plate-circuit efficiency (up to 65 
percent) are achieved. Therefore, in servo 
amplifiers, E',, is often adjusted for plate-cur- 
rent cutoff during some part of the negative 
portion of the maximum input sinusoid, but 
for less than 180° if self-bias is used. 


(c) There is no net d-c component of plate 
current in the output-transformer primary. 
Therefore, the transformer may be lighter 
and smaller than one that is used to match 
a load to a single-ended power amplifier 
which must carry d-c current. 





Fig. 13-23 Push-pull amplifier. 
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(d) Ripple in the plate supply voltage does 
not appear in the load, thus reducing the fil- 
tering requirements on the power supply. 


13-1.32 Analysis of push-pull power ampli- 
fiers. Practical push-pull amplifiers must be 
analyzed by graphical techniques because 
they nearly always involve nonlinear tube 
operation. The analysis procedure is as fol- 
lows: 


(a) First, form the composite plate char- 
acteristics of the two tubes. This is done by 
arranging two sets of plate characteristics, 
as shown in Fig. 13-24A, so that the origin 
of the bottom set coincides with the point 
€, = 2E», of the top set. 


(b) Add algebraically the two curves e,, 
E..,. In the example of Fig. 13-24B, FE, is as- 
sumed to be equal to — ks, andthedashed curve 
is the result of the addition. Relabel the result- 
ant curve e, — 0. 


(c) Add algebraically the upper curve for 
€, = —k, and the lower curve for e’, = —K4. 
Relabel the resultant curve e, = —k2+ks =ky. 


(d) Add algebraically the upper curve for 
€, = —k, and the lower curve for e’., = —ko. 
Relabel’/the resultant curve e, = —k,. 


(e) Continue this procedure by combining 
upper e, and lower e’, until the complete set of 
composite characteristics is obtained (Fig. 
13-24C). 


(f) Through the point e, = Ey, draw a 
straight line with slope —1/(N;/N2)?R_. Re- 
label the current axis (N2/N;)i, and the volt- 
age axis (N,/N.)e,. This is shown in Fig. 
13-24D. Load voltage e, and load current 7, 
may then be read off as a function of eé,. 


13-1.33 Push-pull amplifiers with a-c supply. 
When the amplifier signal is an amplitude- 
modulated carrier, a power amplifier similar 
to the one shown in Fig. 13-25 is sometimes 
used. Its advantage over the conventional 
push-pull configuration is that it does not 
require a d-c power supply. The resulting sig- 
nal waveforms are indicated in Fig. 13-26. The 
pulse-like nature of the plate-current wave- 
form makes analysis exceedingly difficult, 


particularly when pentodes are used. There- 
fore, circuit values for this configuration are 
more easily determined by experimental! pro- 
cedures. 


13-1.34 Efficiency 


In practice, vacuum-tube power amplifiers 
are used only where the load requirements are 
moderate (up to approximately 100 watts) be- 
cause such amplifiers are relatively inefficient, 
with a maximum of about 65 percent. 


13-1.35 CASCADING AMPLIFIER STAGES 


When a single amplifier stage cannot pro- 
vide the required gain, additional cascaded 
stages must be supplied until the requirement 
is met. In a cascaded amplifier, each successive 
stage amplifies the output of the preceding 
stage. There are two methods of cascading, 
each named according to the type of coupling 
circuit used between stages: 


(a) Direct coupling, in which the total in- 
stantaneous value of the output of one stage 
affects the next stage. 

(b) A-ce coupling, in which only the time- 
varying component of the output of one stage 
affects the next stage. 


13-1.36 Direct-Coupled Amplifiers 


Anexample of a two-stage direct-coupled 
amplifier is given in Fig. 138-27. Assuming that 
R,+ RR. >> R,, the gain of this amplifier is 
expressed as 


(Ris + 191) (Rie +752) R, +R, 
(13-26) 


The voltage divide: R,, R. reduces the gain 
but is needed to make the V2 grid negative 
with respect to its cathode. The voltage divider 
can be eliminated by coupling the plate of V1 
tothe grid of V2 by means of a battery EF’ 
(Fig. 13-28). However, the separate battery 
makes this coupling method impractical from 
many viewpoints. Another way of eliminating 
the voltage divider is to couple the plate of V1 
directly to the grid of V2. The cathode of V2 
must then be returned to a positive-potential 
point, and R,. to a still more positive point. 


13-15 




















PLATE 
CHARACTERISTICS 
OF TUBE V 
inet PLATE 
2 ¢ CHARACTERISTICS 
eo = -hy OF TUBE V1 
m-ko 
Lae = -ko e. 2 = 3 
@Q a- k4 
e ey = 0 
ea—k, e. « Ky 
8. a- ks e. = Kg 
e. s —K¢ / F e. = ~k, 
/ 
O <4 ey, / re) 
/ 
eek, ees ole 
e es -K. 
e e -ks 
e’° =w —k 
ee a —k, . PM : ‘ 
\ en 3 
e. = -k, , 
ei = -k iA Sea N2 
0" "2 . PLATE ph exe te 
PLATE an { CHARACTERISTICS ih 
CHARACTERISTICS «0 OF TUBE V2 ec = 0 
OF TUBE V2 : 
B 
A. 
boxy PLATE 
9 2 CHARACTERISTICS 
ka —@. =k OF TUBE V1 PLATE 
Per Kaye Wl ek, esa ks CHARACTERISTICS 
= e.« 0 ed o,= 0 2 eos ko OF TUBE V1 
ea ks ' a og tow ex 
e@ = -k, ° =o —— 





9 ega —k, 
eo.a-k, e,emks ner 
C= —K9 
oe Eu 
Q 3 eg=—ks 
@.= —k / 
f f /; A «™ ~%6 / / f 2 * 
/ =] & 
0 A (fh Jf fl Sy fen ie 6 vif i / | bb 3 
: + «¢ / / / fe) 
SVLITT I IVI 
eo aks y 
= 1 
ne Pe 


“ a= ky WN, Ry 
tea Ks , = 
7 = 0 e1c-k, b ey N, ; 
PLATE : 1he=0 CHARACTERISTICS 
OF TUBE V 
CHARACTERISTICS UBE V2 { 
OF TUBE V2 : 
Cc. 





Fig. 13-24 Graphical analysis of a push-pull amplifier. 
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Fig. 13-25 Power amplifier with a-c supply. 
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Fig. 13-26 Waveforms of power amplifier 
in Fig. 13-25. 
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+E, 


v1 5 ce v2 


Fig. 13-28 Battery-coupled, d-c amplifier. 


Four separate power supplies are therefore 
required (bias of V1, plate of V1, cathode of 
V2, and plate of V2). Again, an impractical 
situation arises. However, the need for four 
separate supplies can be obviated by using a 
single high-voltage supply and tapping off the 
required d-c voltages at appropriate points on 
a bleeder as shown in Fig. 13-29. Typical volt- 
age levels corresponding to zero input signal 
are indicated on this figure. If the bleeder cur- 
rent is large compared with the tube currents, 
then the gain of the amplifier is 


= Uipeltr: Rr. 
(Ris + 191) (Riz + 12) 


The heavy drain on the power supply, due to 
the large bleeder current, makes this method 
undesirable in many applications. Figure 
13-30 shows still another method of elimin- 
ating the effect of the voltage divider. 
Resistance RF; in Fig. 13-27 is replaced by a 
gas-discharge tube, such as a Type VR105 
voltage regulator. A gas-discharge tube is 
characterized by a very nearly constant ter- 
minal voltage over a limited current range 
(e.g., 10 to 30 ma) so that it acts as an equiva- 
lent battery. Figure 13-30 is the simplest cou- 
pling circuit where signal levels are high 
enough so that the gas-discharge-tube noise 
(somewhat reduced by Ry and Cy) does not 
reduce the amplifier signal-to-noise ratio be- 
low acceptable limits. Iannone®) discusses in 
detail the use of gas-discharge tubes as cou- 
pling devices in d-c amplifiers. 


(13-27) 


13-1.37 Problems encountered in direct- 
coupled amplifiers. Not only are there practi- 
eal difficulties in the design of coupling 
circuits in direct-coupled amplifiers, but the 
very nature of direct coupling makes the out- 
put level of such an amplifier dependent 
upon all amplifier components, tube character- 
istics, and power supply levels. Any variation 





(+100V) R, (#200V) R, 


+E, , (+300V) 


Fig. 13-29 D-c amplifier with single supply voltage. 
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Fig. 13-30 D-c amplifier with gas-discharge tube coupling. 


in these parameters (caused by aging of com- 
ponents, changes in environmental conditions, 
power supply ripple, etc.) changes the output 
level even though the input remains constant. 
The following measures are generally used to 
reduce variation (drift) in the output level: 


(a) Use only components that are stabil- 
ized for age and changes in environmental 
conditions; e. g., tubes that have been “broken 
in’ (operated for 100 to 200 hours before use) 
and temperature-stable metalized-ty pe resist- 
ors. 

(b) Incorporate good regulation of all 
power supply voltages, including filament 
voltage. (A change of 20 percent in filament 
voltage is approximately equivalent to a grid- 
voltage change of 0.2 volt. Over the nonlinear 
range of operation, changes in filament volt- 
age also produce changes in 7,.) 

In practice, these measures cannot be carried 
out to perfection. Tubes show the effects of 
aging, practical power supplies rarely have 
voltage regulation better than 0.1 percent, and 
good regulation of filament supplies often re- 
sultsin excessive weight and space require- 
ments. The reduction of drift, therefore, re- 
quires the use of special circuit designs (par- 


ticularly for the first stage of a direct-coupled 
amplifier) that inevitably lead to greater 
over-all amplifier complexity. One example of 
added complexity is the use of feedback, which 
can reduce the effect of drift but cannot elim- 
inate it. 


13-1.38 Drift-compensated direct-coupled am- 
plifier. Figure 13-31 shows a circuit in which 
the output is independent of filament-voltage 
and supply-voltage variations, provided that 
the two tubes are identical. Assuming linear 
operation, the ratio of total output voltage to 
total input voltage is 


(13-28) 


13-1.39 Bridge circuits. Bridge circuits, such 
as those in Figs. 13-32 and 13-33, eliminate 
drift due to changes in E),, filament voltage, 
and r,. Assuming linear operation in Fig. 13- 
32, the ratio of output voltage to input volt- 
age is 


€o a 2 whe, 
Cin Tp) +2R,+2R,+R 





(13-29) 
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Fig. 13-31 Drift-compensated d-c amplifier. 


and the output impedance R, seen by the load 
is 


R,—R, + are (13-30) 


Assuming linear operation in Fig. 13-33, a 
low output impedance circuit, it follows that 


a ee a 
Cn T+R,(l1 +p) +Rr(2+n) +R 
(13-31) 
and 
R, _R.G+y) | %+h (13-32) 
2+ 4p 2+ 
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Fig. 13-32 Drift-compensated d-c amplifier. 





Fig. 13-33 Drift-compensated d-c amplifier. 











AMPLIFIERS USED IN CONTROLLERS 


13-1.40 A-C Coupled Amplifiers 


Because the reduction of drift to a neglig- 
ible amount often leads to considerable circuit 
complexity, direct-coupled amplifiers are gen- 
erally avoided in servomechanism design. 
Instead, a-c coupled amplifiers are used. How- 
ever, in an a-c coupled amplifier, low-fre- 
quency signal components are attenuated and, 
since typical signal frequencies in a servo- 
mechanism occur in the 0 to 20 cps band, the 
signal must first be modulated; i.e., superim- 
posed on an a-c carrier. Typical carrier 
frequencies are 60 cps and 400 cps. The block 
diagram of a servomechanism incorporating 
an a-c coupled amplifier is shown in Fig. 13-34. 
If the amplifier load responds to modulated 
a-c signals, the demodulator is not used. An 
example of such a load is a 2-phase induction 
motor. If the input signal is already in the 
form of a modulated a-c signal, such as the 
output of a synchro control transformer, the 
modulator is not used. Servo compensation is 
shown ahead of the modulator in Fig. 13-34 
because d-c compensating networks are simp- 
ler to design than a-c compensating networks. 


INPUT 


MODULATOR 


CARRIER FREQUENCY VOLTAGE 


DEMODULATOR AMPLIFIER 

















Fig. 13-34 Use of a-c amplifier to replace 
d-c amplifier. 


13-1.41 Two-stage a-c coupled amplifier. Fig- 
ure 13-35 is the circuit schematic of a simple 
two-stage a-c coupled amplifier. Resistors RF, 
and capacitors C, furnish self-bias by raising 
the average cathode potential above ground. 
The grid circuit may then be returned to 
ground potential, as shown, and the need for 
a grid-bias supply is eliminated. C;, is large 





Fig. 13-35 Two-stage a-c amplifier (resistance-capacitance coupled). 
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Fig. ‘13-36 Equivalent circuit of two-stage a-c amplifier in Fig. 13-35. 








enough (1 to 40 microfarads) so that its re- 
actance is negligible at the frequencies of in- 
terest, thereby eliminating the effect of R, on 
dynamic response. For linear operation, the 


value of R, is chosen so that 
[Eccl = Teel: (13-33) 
where 


|E'..| — absolute value of desired bias 
Ino = quiescent plate current 


The large capacity of C, is provided in com- 
pact form by low-voltage electrolytic capaci- 
tors. 


The equivalent circuit of the two-stage a-c 
coupled amplifier is shown in Fig. 13-36. For 
analysis, this equivalent circuit can be broken 
down into three separate simplified circuits as 
shown in Fig. 13-37. In these circuits, C, is the 
output capacitance of tube V1, C; is the input 
capacitance of tube V2, and C,, is the wiring 
capacitance. The gain expressions for the 




















three frequency regions are 
K i= See RE clad ph isKee 
€o1 Teiftrs + Teikkgo +Riik,e 
(13-34) 
Kia 
C. HIGH.FREQUENCY EQUIVALENT CIRCUIT Krew = 13 ti (13-35) 
—J — 
f 
K ; ota K wie 
Fig. 13-37 Simplified equivalent circuits of cae 14j f (13-36) 
first stage of Fig. 13-35. f. 
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where 


f = frequency of input signal 


f, — lower half-power frequency (response 
down to 3 db) 


— T1 + Ria 
~~ QnCer (TK ra + Toker + Ryakr) 


fe = upper half-power frequency (response 
down 3 db) 


a2 Teiltis + Teiltse + Rik, 
2x (Ci + Ce + Cur siltiihkse 


Typical values of f, range from 1 to 20 cps, 
typical values of f. from 50 to 500 kc. Thus, 
in a servomechanism application, the high- 
frequency equivalent circuit needs considera- 
tion only when stability questions are 
involved. In a properly designed amplifier, it is 
usually permissible to assume that the gain is 
constant and given by the mid-frequency 
value K..- Plots of output voltage, gain, and 
phase shift as a function of frequency are 
shown in Fig. 13-38. When pentodes are 
used, and the effect of R, and C, is to be 
taken into account, then 


actual output voltage __ 1 
output voltage with 14 Jal, 
fixed-bias operation 143 f 
se Baer 
fs 
(13-37) 
where 
f = frequency of input signal 
1 
f= onC.R, 


13-1.42 FEEDBACK AMPLIFIERS 


13-1.43 Advantages 
Negative feedback applied to an amplifier 
produces the following advantages: 
(a) Improved stability, 
dK’ 1 dK 


ae eel (13-38) 
K’ 1—B6K K 





where 
dK’ : ; Spc ced 
— == per unit change in gain with 
K feedback 
K =open-loop gain 


68 = fraction of output signal fed back 

dK = per unit change in gain without 

K _ feedback 
Since | 1 — 6K | > 1 for negative feedback, 
then 

ak’ _ aK 

K’ K 

(b) Modification of frequency response. 
For example, addition of negative feedback to 
a single-stage a-c coupled amplifier (Fig. 
13-39) decreases the lower half-power fre- 


quency and increases the upper half-power 
frequency. Thus, 





fiy =fi/(1 — BKuna) (13-39) 
fey == fo(1 — BKuua) (13-40) 
where 
fiy = lower half-power frequency with 
feedback 
f. ower half-power frequency without 
feedback 


fer == upper half-power frequency with 
feedback 


fe upper half-power frequency without 
feedback 


K.wie = Mid-frequency gain of amplifier 
without feedback 


(c) Modification of input and output 
impedances. 


(1) For voltage feedback (signal propor- 
tional to output voltage fed back), the output 
impedance is given by 
___ Zo 
~ 1—6K, 
where 

Z’. — output impedance with voltage 

feedback 


2’. (13-41) 


Z. — output impedance with input voltage 
to feed-forward section short- 
circuited 
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Fig. 13-39 Single-stage a-c coupled amplifier 
with voltage feedback. 


6 = fraction of output voltage fed back 
K, = open-loop gain of amplifier with load 
open-circuited 
Since | 1 — BK,| > 1 for negative feedback, 
then 
Zo < Do 


For example, consider the output impedance 
seen by R, in the cathode follower of Fig. 
13-16. Here, 


Zo =, 

Bp =-1 

K, =p 

ens ae 
1+p 


(2) For current feedback (signal propor- 
tional to output current fed back), the output 
impedance is given by 

LZ”, = Zo.+4;(1 — Ko) (13-42) 
where 


Z”, = output-impedance with current 
feedback 


Z,; = impedance across which feedback 
is developed 


Since |1 — K,| > 1 for negative feedback, 
then 
Z 6 > Z. 0 


For example, consider the output impedance 


seen by the load resistor R, in Fig. 13-21. 


Here, 
Zo =e + Ry 
Zr, = FR, 
K, =—p 


a= To + R,(1 + 1) 


(3) When both voltage and current feed- 
back are used, then | 


Z”,’ = effective output impedance with both 
types of feedback 


_ 24+ 2,(1 —K.) 
7 1 — 6K, 


Techniques for finding impedance levels at 
any terminal pair are given in the book by 
Bode. 


(d) Improvement in signal-to-noise ratio 
when noise is generated internally (not at in- 
put to amplifier). The addition of feedback it- 
self does not increase the signal-to-noise ratio. 
It does, however, permit an increase in the 
signal-to-noise ratio because it permits an in- 
crease in the input-signal level or an increase 
in the gain of the stages preceding the noise 
source without overloading the output stage. 
This means, for example, that the power 
supply for the output stage of a feedback am- 
plifier requires less filtering as would normally 
be required. 


(13-43) 


(e) Reduction of nonlinear distortion. A 
feedback amplifier reduces the percentage of 
harmonic distortion in the output by a factor 
of 1/1 — BK. 


13-1.44 Disadvantages 


The disadvantages of negative feedback 
are: 


(a) Stability problems arise. These prob- 
lems are analyzed and solved in the manner 
outlined in Section I of this publication. 
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(b) Over-all gain is less than in an open- 
loop amplifier with the same number of 
stages. That is, 


,>__K 
 1—6K 
Since |1 — BK| > 1 for negative feedback, 
K’ < K. To achieve a specified gain, a nega- 
tive-feedback amplifier requires more stages 
of amplification than an open-loop amplifier. 


(13-44) 


13-1.45 PROBLEMS ENCOUNTERED IN USE 
OF ELECTRONIC AMPLIFIERS AS 
SERVO COMPONENTS 


13-1.46 Reliability 


The greatest single cause of failure in elec- 
tronic servo amplifiers is vacuum-tube break- 
down. In many modern designs, vacuum tubes 
have been replaced by transistors and mag- 
netic amplifiers, but there are still cases 
where dynamic requirements or environmen- 
tal conditions dictate the use of vacuum 
tubes. In these cases, the designer can do 
much toward achieving amplifier reliability. 
It is possible to design amplifiers that will 
operate for thousands of hours without failure 
by taking the following measures: 


(a) Care in selection of tube types. There 
are now available higher-quality tube types 
than those originally developed for consumer 
use. The highest-quality tubes that are well- 
adapted to military applications are listed in 
MIL-STD-200. Tube types should be selected 
from this list whenever possible. 


(b) Derating of tubes. Particular care 
must be taken to ensure that maximum tube 
ratings are not exceeded. These ratings are 
published in tube manufacturers’ catalogs and 
in Military Specification MIL-E-1. Circuits 
should be designed for operation well below 
maximum tube ratings because tube life is 
appreciably increased when the tubes are 
thus derated. While there is no available ana- 
lytical relationship giving tube life as a func- 
tion of derating, ample experimental evidence 
shows that derating of tube characteristics 
leads to increased tube life. Maximum plate 
dissipation, maximum plate voltage, maxi- 
mum cathode current, and maximum bulb 


temperature are the major characteristics 
that should be derated. 


(c) Cooling of tubes. Vacuum tubes should 
not be located near other heat-radiating parts 
and proper ventilation should always be pro- 
vided. Where convection cooling cannot be 
made adequate, either by natural circulation 
or forced air flow (fans), conduction cooling 
can be provided by means of a metallic bond 
between the tube envelope and the chassis 
(e.g., by using a properly designed tube 
shield). 


(d) Interchangeability of tubes. Circuits 
should be designed so. that malfunction can- 
not be caused by variations in characteristics 
between tubes of the same type (as listed in 
MIL-E-1) or by reasonable variations in tube 
characteristics caused by aging. Negative 
feedback, for example, can do much to stabil- 
ize circuit performance in the presence of 
tube-characteristic variations. A properly de- 
signed circuit does not require a specially se- 
lected tube. When circuit design necessitates 
the selection of tubes with particular charac- 
teristics, unmanageable maintenance prob- 
lems inevitably follow. 


(e) Protection from shock. In mobile appli- 
cations, tubes must be protected from mechan- 
ical shock. Shock mounts on the amplifier 
chassis are very helpful and, in addition, the 
amplifier should be located as far as possible 
from shock-producing members. Where me- 
chanical shock is unavoidable, select tube 
types specifically designed to tolerate shock 
and use their acceleration ratings as a guide 
in this selection. 


(f) Filament-voltage regulation. Filament 
voltages in excess of nominal ratings are par- 
ticularly detrimental to tube reliability. If the 
source of heater voltage is known to be vari- 
able, it may be possible to select a center 
value that is lower than the tube rating, 
providing the resulting decrease in tube per- 
formance does not produce circuit malfunc- 
tion. Otherwise, some means of heater- 
voltage control must be devised, or a more 
stable source provided. 
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(g) Derating of passive circuit compo- 
nents. Circuit components such as resistors 
and capacitors (called passive components) 
must be carefully chosen for highest quality. 
The effects of variations in environmental 
conditions on component electrical character- 
istics must be considered in the over-all am- 
plifier design. Derating of manufacturers’ 
specifications is helpful in extending the use- 
ful life of passive components as well as 
tubes. Many designers now derate the power- 
dissipation ratings or resistors and the maxi- 
mum voltage ratings of capacitors (at normal 
ambient temperatures) by as much as 50 per- 
cent. Additional derating of these specifica- 
tions is made for operation under unusual or 
extreme conditions. To include aging effects 
in resistors, some design groups also derate 
the resistance-tolerance specification and use 
a 1-percent resistor where a 5-percent toler- 
ance is initially required, and a 5-percent re- 
sistor where 10- to 20-percent tolerance is 
required. While these measures lead to higher 
initial equipment cost, they often pay for 
themselves in reduced maintenance costs. 


13-1.47 Construction 


In the physical construction of an ampli- 
fier, the dominant considerations are: adher- 
ence to weight and space requirements; 
freedom from unwanted electrical coupling 
between components; proper ventilation to 
prevent excessive temperatures; freedom 
from mechanical vibration; and accessibility 
of compcnents for maintenance. 


13-1.48 Maintenance 


Equipment down-time can be materially 
reduced by using plug-in subassemblies that 
can be quickly replaced by spares in case of 
failure. To reduce the required inventory of 
spare units, as many as possible should be 
identical. For example, it is frequently possi- 
ble to use several identical complete ampli- 
fiers at different places in a system. The single 
design, in this case, must be capable of satis- 
fying different requirements and may there- 
fore require greater design effort. However, 
the resultant operational and maintenance 
convenience often makes this approach very 
desirable. 


13-1.49 Quadrature Signals 


In some applications, a servo amplifier is 
required to amplify a signal that contains 
two components, one component in time- 
phase with respect to a signal to which the 
output member of the servomechanism can 
respond and representing the loop error, and 
the other component 90° out of phase with 
the first. The second component, called the 
quadrature signal, serves no useful purpose. 
Its presence, however, causes the amplifier to 
saturate earlier than it otherwise would, 
thereby reducing the effective gain of the 
amplifier. For this reason, it is desirable to 
remove the quadrature-signal component. 
One method employs a keyed demodulator 
that is triggered at the time the instantane- 
ous value of the quadrature voltage is zero. 
Since the output of a keyed demodulator will 
then be a function of the in-phase signal only, 
remaining constant between triggering 
points, it follows that the quadrature com- 
ponent is eliminated from the demodulator 
output. 


13-1.50 Complete Amplifier 


The design of a complete amplifier is not a 
rigidly determined procedure. The designer 
must take into consideration not only the am- 
plifier specifications (load characteristics, in- 
put signal voltage and impedance, amplifier 
dynamics, space and weight restrictions) , but 
also such characteristics of the over-all sys- 
tem as environmental conditions and avail- 
able power supplies. However, the designer 
may very well be able to design several differ- 
ent amplifiers that satisfy the requirements. 
For example, after a push-pull power- 
amplifier stage has been designed, a freedom 
of choice often exists for selecting the means 
of obtaining the two grid signals. This choice 
could be a transformer with a center-tapped 
secondary, a plate- and cathode-loaded ampli- 
fier, or a differential amplifier with one grid 
grounded. In general, the objective is to 
achieve the required gain in the voltage- 
amplifier section with the least number of 
stages so that the tube complement is held to 
a minimum. On the other hand, it might be 
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desirable to incorporate negative feedback 
for gain stability. This decreases the open- 
loop gain and, as a result, the design might 
use more than the minimum possible number 
of tubes. Here, as in so much of systems de- 
sign, trial-and-error procedures are used and 
even after a design is completed, building and 
testing a breadboard model nearly always re- 
sults in a considerable number of design 
changes. 


13-1.51 Details of a Typical Servo Amplifier 


Figure 13-40 shows the circuit schematic 
of the main elements of a complete amplifier 
designed to drive a 2-phase motor. Tubes V4 
and V5 form a push-pull amplifier. The 
control-grid signal for V4 is derived from 
voltage amplifier V3A, one of two triode sec- 
tions in the same tube envelope. The control- 
grid signal for V5 is derived from V3B, the 
output of which is of the same magnitude as, 
but 180° out of phase with, the output of 
V3A. The input signal for V3B is part of the 
output of V3A, and hence V3B inverts that 
signal. The ratio Ro2./R2, + Re and the gain 
of V3B are adjusted so that the output of 
V3B is exactly equal in magnitude to the out- 
put of V3A. V2B is another simple voltage am- 
plifier and V2A is an electronic phase shifter 
comprising a phase splitter similar to the 
one discussed in connection with Fig. 13-21. 
By connecting R9 and C4 between the plate 
and cathode of V2A, the output voltage at the 
junction of R9 and C4 can be varied in phase 
from 7° to 170° without. appreciable change 
in amplitude simply by varying R9. V1 is a 
summing amplifier for the two input signals. 
Each stage of the servo amplifier uses a ca- 
thode resistor to provide negative feedback 
within the stage and also to provide bias volt- 
age, thereby eliminating the need for a nega- 
tive bias-voltage supply. Series grid resistors 


R25 and R26 are used to suppress parasitic. 


oscillations that frequently occur when the 
resistors are omitted. The capacitor across 
the output transformer compensates for the 
inductance of the motor; the capacitor value 
depends upon the particular motor used. Am- 
fier gain is controlled by varying R28 in 
the feedback loop. The gain factors for the 


individual stages are indicated on the figure. 
Other specifications are: 


Power Requirements: 
For V4 and V5, Type 6V6 — plate current 
80 ma at +300v, filament current 2.7 amp 
at 6.3 vac 
For V4 and V5, Type 6L6 — plate current 
110 ma at +300v, filament current 3.6 amp 
at 6.3 vac 

Gain: 1000 min, 5000 max 

Power ouput: 15 watts max 


Load impedance: adjustable from 200 to 
20,000 ohms through transformer taps 


Noise level: less than 1 volt output with both 
inputs grounded 


Internal phase shift: adjustable from T° to 
170° 


Linearity: linear for input signals up to +50 
mv 


Response: flat within +1 db from 50 to 10,000 
cps for resistive load of 1200 ohms; flat to 
+50 cps of the modulating frequency (3° 
phase shift at 50 cps), for motor loads, with 
carrier frequency constant; carrier frequen- 
cies of 60, 400, and 1000 cps can be used (for 
60 cps carriers, the coupling capacitors should 
be increased to 0.05 microfarad). 


13-1.52 THYRATRON AMPLIFIERS 


Amplifiers employing thyratron tubes can 
be used in certain servomechanism applica- 
tions to supply resistive, capacitive, or induc- 
tive loads. The thyratron is an efficient ampli- 
fying device that provides high power gain. 


13-1.53 Description of Thyratron 


A thyratron is a thermionic tube contain- 
ing a plate, a cathode, and one or more grids. 
The thyratron envelope is filled with hydro- 
gen, mercury vapor, or a noble gas such as 
xenon. Hydrogen-filled thyratrons are used 
only for high-voltage pulse work; they will 
not be considered in the following discussion. 


Mercury-vapor-filled thyratrons must be kept 
between fairly narrow operating-temperature 
limits, usually between 40°C and 80°C, thus 
limiting the ambient temperatures in which 
these tubes can be used. However, nearly all 
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thyratrons filled with noble gas can be used 
in ambient temperatures ranging from 
—55°C to +75°C, with some tubes having an 
even wider ambient-temperature operating 
range. The control power required by thyra- 
trons is quite small, being generally about 
100 milliwatts. Load-current ratings range 
from about 40 milliamperes to 18 amperes, 
and more. Peak-forward and peak-inverse 
voltage ratings range from about 350 to 2000 
volts, with ratings from 750 to 1500 volts be- 
ing the most common for the larger tubes. 
Plate-to-cathode drop is generally 8 to 15 
volts. 


13-1.54 Thyratron Characteristics 


The thyratron acts essentially as a switch 
capable of conducting current in one direction 
only. As long as the voltage between control 
grid and cathode is more negative than the 
critical grid voltage, the thyratron does not 
conduct plate current. When the grid-to- 
cathode voltage is more positive than the 
critical grid voltage, the thyratron conducts 
plate current, provided that the plate is posi- 
tive with respect to the cathode. However, the 
control grid loses all control over the plate 
current as soon as the thyratron begins to 
conduct, and current flows as long as the 
plate-to-cathode voltage is positive, even if 
the control-grid voltage is again made more 
negative than the critical grid voltage. Figure 
13-41 shows typical control characteristics of 
a thyratron. The grid voltage at which con- 
duction starts is called the critical grid volt- 
age and is a function of plate voltage. The 
shaded area in the figure indicates a region 
of uncertainty where conduction may, or may 
not, start. This uncertainty region is the re- 
sult of manufacturing variations, variation in 
tube temperature, and tube aging. Conduction 
in a thyratron is carried on by ionized gas. 
At the end of the conduction period, a certain 
time is required for the gas to be deionized. 
Usually, this deionization time is about 1 mil- 
lisecond, thus placing a limit on the frequency 
of the alternating voltage that can be con- 
trolled by a thyratron. Nearly all thyratrons 
require a warm-up period, ranging from 
about 10 seconds to one minute, every time 
the equipment is started. This warm-up pe- 
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Fig. 13-41 Typical thyratron control 
characteristics. 


riod prevents damage to the cathode by posi- 
tive-ion bombardment. 

Once a thyratron begins to conduct, the 
control grid has no further influence on the 
magnitude of the plate current, and grid con- 
trol can only be re-established by removing 
the plate voltage or by reversing it. Removal 
of the plate voltage is nearly always a cum- 
bersome procedure, but reversal can be ac- 
complished by the simple expedient of using 
ac instead of dc to supply the plate voltage. 
For this reason, thyratrons are hardly ever 
supplied from a d-c source. Reversal of the 
alternating plate voltage interrupts the plate 
current during each cycle, thus re-establish- 
ing grid control for the next cycle. 


13-1.55 Thyratron Amplifier with 
Resistive Load 


Figure 13-42 shows a simple half-wave 
thyratron amplifier working into a purely 
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resistive load. The output current of this am- 
plifier is a pulsating direct current, the magni- 
tude of which depends upon the grid voltage. 
A common method of applying grid control is 
shown in this figure, where a constant sinus- 
oidal voltage is phase-shifted by an R-C net- 
work so that it lags the plate voltage of the 
thyratron by 90°. This phase-shifted voltage, 
frequently called the rider, is added to a vari- 
able d-c control voltage E,; the sum of the 
two voltages is then applied between grid and 
cathode of the thyratron. A very small capaci- 
tor C2 is connected directly between grid and 
cathode to prevent transient disturbances in 
the plate voltage from producing excessive 
voltages on the control grid through the plate- 
to-grid capacitance. 

Figure 13-43 shows the waveforms of plate 
voltage and critical grid voltage of the thyra- 
tron as a function of time. The actual grid 
voltage produced by the circuit of Fig. 13-42 
is shown for two values of the control voltage 
E'.,, together with the resulting load voltage. 
If FE, is positive (Fig. 13-43A), the grid volt- 
age exceeds the critical grid voltage early in 
the positive half-cycle of plate voltage. The 
thyratron thus “fires” early, permitting the 
plate voltage to be applied to the load over the 


Tl 
cl 
ALTERNATING 
VOL TAGE 
INPUT 
R1 C2 
RIDER 


major portion of the positive half-cycle. The 
rectifying properties of the thyratron pre- 
vent a reversal of the load current; therefore, 
no negative voltage can be applied to the re- 
sistive load. If FE, is negative (Fig. 13-43B), 
the thyratron fires late in the positive half- 
cycle, and the plate voltage is applied to the 
load for only a small! portion of the positive 
iiaif-cycle. 


13-1.86 Control of Load Voltage 

With the grid circuit shown in Fig. 13-42, 
the load voltage can be controlled by varying 
the control voltage EF. With resistive loads, 
the change in the d-c value of the load voltage 
is proportional to the change in the d-c con- 
trol voltage. Thyratrons are often used in 
full-wave amplifiers, in which case a trans- 
former or other means must be used to supply 
each tube with the appropriate rider. Occa- 
sionally, the a-c rider is purposely distorted 
by means of diodes, etc., to obtain more favor- 
able control characteristics for inductive or 
capacitive loads. 


The angle a at which the thyratron begins 
to conduct is often called the firing angle, or 
angle of retard. This firing angle can also be 
controlled by providing an a-c grid voltage, 
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rig. 13-42 Half-wave thyratron amplifier. 
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Fig. 13-43 Waveforms of circuit in Fig. 13-42. 


the phase angle of which (with respect to the 
plate voltage) can be adjusted by external 
means. A simplified circuit of this type is 
shown in Fig. 18-44. The phase angle of the 
alternating grid voltage may be varied by 
means of various phase-shift circuits and 
devices, depending upon the application. 
Control schemes furnishing a steep voltage 
pulse to fire the thyratron offer certain ad- 
vantages in some applications. These pulses 
may be produced by electronic circuits or by 
magnetic devices such as pulse transformers. 
Another control scheme in this general cate- 
gory employs a magnetic amplifier to provide 
pulse signals, the phase angle of which (with 


respect to the plate voltage) varies in re- 
sponse to the control current of the magnetic 
amplifier. 


13-1.57 Thyratron-Amplifier Loads 


Thyratrons can be used to supply loads 
consisting of resistive, inductive, or capaci- 
tive elements, either singly or in combination. 
If a d-c output is required, the thyratrons can 
be connected as single-phase or polyphase 
rectifiers of either the half-wave, full-wave, 
or bridge type. The back-to-back connection is 
used if an a-c load, such as the control wind- 
ing of a servomotor, is to be supplied. Some 
of these circuits are shown in Fig. 13-45. 
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SOURCE OF ALTERNATING 
CURRENT WITH VARIABLE 
PHASE ANGLE 


THYRATRON 


FIXED D.C BIAS 
(IF NEEDED) 


Fig. 13-44 Control of a thyratron by means 
of a phase-variable a-c signal. 






A-C SUPPLY 


A. BACK.TO.BACK 
(SUPPLIES A-C TO LOAD) 


3-PHASE SUPPLY 


13-1.58 Resistive loads. The load-voltage 
waveforms found in multitube circuits with 
resistive loads can be obtained by methods 
similar to those used to obtain the waveforms 
in Fig. 13-43. 


13-1.59 Inductive loads. If the load is induc- 
tive, the picture is somewhat more compli- 
cated. When the firing angle is very large, the 
load current is very small because, during 
any conduction period, the load inductance 
prevents build-up of the load current as shown 
in Fig. 13-46. As the firing angle is reduced, 
the load current increases slowly until the 
point is reached at which the load current sup- 
plied by one tube persists until the next tube 


A-C SUPPLY 


Ot 


B. SINGLE-PHASE FULL-WAVE 
(SUPPLIES D-C TO LOAD) 





C. 3.PHASE HALF-WAVE (SUPPLIES D-C TO LOAD) 


Fig. 13-45 Plate and load connections of typical thyratron amplifiers. 
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o YOLTAGE CURRENT > 


‘/ 


A. FIRING ANGLE GREATER THAN 90° 





—— 


LOAD 
CURRENT 


o VOLTAGE CURRENT 





B. FIRING ANGLE LESS SHAN 90° 


Fig. 13-46 Load voltage and current supplied by a single-phase full-wave 
thyratron amplifier to a highly inductive load. 


begins to conduct. When this point is reached, 
conduction is nearly continuous and the aver- 
age value of the load current, being limited 
only by the load resistance, increases rapidly 
as the firing angle is further reduced. Continu- 
ous conduction is possible in 3-phase 
half-wave circuits when the firing angle is 
somewhat less than 120°. In single-phase full- 
wave circuits, the firing angle for continuous 
conduction must be less than 90°. Continuous 
conduction is impossible in single-phase half- 
wave circuits. 

If gas-filled thyratrons are used to supply 
inductive loads by continuous conduction, 
provision must be made for the prevention of 
gas “cleanup” due to bombardment of the 
plate by positive ions.“2) This bombardment 
takes place at the end of each conduction pe- 
riod, at which time a large negative voltage is 
applied to the plate while there are still. posi- 
tive ions present within the tube envelope. 
Manufacturers’ instructions should be fol- 
lowed when applying gas-filled thyratrons to 
inductive loads. 


13-1.60 Battery, capacitive, and separately 
excited d-c motor loads. The back voltage 
caused by a battery, by a charge on a capaci- 
tor, or by motor counter-emf prevents cur- 
rent flow until the plate voltage exceeds the 
back voltage. Once conduction has started, 
current is limited by the series impedance 
present between the source of alternating 
power and the back voltage. Conduction con- 
tinues until the plate voltage drops to a value 
approximately equal to that of the back volt- 
age. Conduction ceases at this point, unless 
an inductive element is present, in which case 
conduction continues until the energy stored 
in the inductive element is dissipated. 


When an inductive element is present in 
the impedance between the source of alternat- 
ing power and the back voltage, conduction 
may or may not be continuous, depending 
upon the magnitude of the inductive element, 
the magnitude of the back voltage, and the 
configuration of the thyratron amplifier. “*1® 
Continuous conduction is particularly desir- 
able in motor-control circuits since the speed 
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regulation and transient response of the 
motor are much better with continuous con- 
duction than with discontinuous conduction. 


13-1.61 Dynamic Performance 


The response of a thyratron-controlled de- 
vice is generally determined by the time con- 
stants of the device. The response of most 
devices is not affected by the substitution of 
a thyratron amplifier for other sources of 
electrical power, except that a small random 
delay is introduced. The magnitude of this 
delay is roughly equal to the period of the 
supply frequency divided by the number of 
thyratrons used in the amplifier. Thus, a 
single-phase full-wave amplifier introduces 
a random time delay of about one-half cycle, 
a 3-phase half-wave amplifier introduces a de- 
lay of one-third cycle, etc. This delay is caused 
by the time difference between firing of suc- 
cessive thyratrons; i.e., once a thyratron is 
fired, a change in its grid voltage has no effect 
until the next thyratron is ready to conduct. 


13-1.62 Exception to time-constant rule. An 
important exception to the time-constant rule 
outlined above is the separately excited d-c 
motor. As long as thyratron conduction is 
continuous, the response of the motor is de- 
termined by the mechanical and electrical 
time constants of the motor. However, the 
response becomes much more sluggish as soon 
as conduction becomes discontinuous. This is 
because the discontinuous nature of the con- 
duction makes it impossible to build up the 
armature current to the value required for 
rapid acceleration. Regenerative braking for 
rapid deceleration is impossible because the 
rectifying action of the thyratron amplifier 
prevents a reversal of the armature current. 
Discontinuous conduction, therefore, leads to 
a much slower response than would be ex- 
pected from the mechanical and electrical 
time constants of the motor. This effect is 
discussed in detail in the article by Chin and 
Walter. ( 


13-1.63 D-C POWER SUPPLIES FOR 
ELECTRONIC AMPLIFIERS 


A d-c power supply converts an a-c input 


voltage into a unidirectional voltage which, | 
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after filtering and smoothing, becomes the 
desired d-c voltage. D-c power supplies are 
used primarily to furnish tube plate and 
screen voltages as well as control-grid bias 
when self-bias is not used. 


13-1.64 Types of Rectifiers 

Diodes or thyratrons are commonly used as 
rectifiers in d-c power supplies. Many low- 
current power supplies, however, use semi- 
conductor devices such as junction diodes or 
selenium rectifiers because they are smaller, 
require no filament voltage, and last longer. 
Thyratrons and gas diodes are used where 
load currents are heavy; i.e., in the order of 
amperes. 


13-1.65 Power-Supply Circuits 


Circuit schematics of the two most common 
diode-rectifier configurations are given in 
Figs. 13-47 and 13-48. The advantages of the 


TI 
115 VA 
60 CPS 





Fig. 13-47 Full-wave rectifier with typical 
L-C filter. 





Fig. 13-48 Bridge rectifier with typical 
L-C filter. 
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bridge rectifier over the standard full-wave 
rectifier are as follows: 


(a) A transformer is not required to pro- 
vide d-c isolation between the a-c input and 
the output. (A transformer is necessary only 
if a voltage step-up is required.) 


(b) The peak inverse (negative) voltage 
across each rectifier is one-half that in a full- 
wave circuit. The one disadvantage of the 
bridge circuit is that twice as many rectifiers 
are required. 


13-1.66 Design of D-C Power Supplies 


The design of rectifier-filter combinations 
is given detailed treatment in many publica- 
tions.-6) In specifying a power supply, the 
following characteristics are of interest: 


(a) Load voltage and current. 


(b) Regulation. Load regulation is a meas- 
ure of the steady-state change in output volt- 
age due to a change in load current from zero 
to full load, with the a-c line voltage constant 
at the design center. Line regulation is a 
measure of the steady-state change in output 
voltage due to a change in a-c line voltage 
from minimum to maximum specified value, 
with load current held constant at 50 percent 
of the specified rating. Regulation is usually 
expressed as a percentage &, where 


. AE 
R = — x 100 
E, ‘ 


(13-45) 

(c) Output-voltage ripple. This term de- 
scribes the time-variant component of the 
output voltage. Ripple usually has a complex 
waveform and is specified either as the peak- 
to-peak value or as the rms ripple, which 
defines the “heating value” of the ripple com- 
ponent. 


(d) Internal or output impedance. Output 
impedance Z,(s) relates dynamically the 
change in output voltage caused by a change 
in output current and is given by 


_ AE,(s) 


Zo(s) = Al. (8) 


where 


(13-46) 


AE,(s) = Laplace transform of the change 
in output voltage 


AI,(s) = Laplace transform of the change 
in output current 


The magnitude of the output impedance is a 
function of the frequency of the load varia- 
tions and, because power supplies are non- 
linear devices, is also a function of the mag- 
nitude of these variations and the center 
value around which they are taken. 


Regulation, ripple, and internal impedance 
are largely determined by the type of filter 
used. These characteristics can be improved 
(i.e., lower percentage regulation, ripple volt- 
age, and output impedance) by inserting a 
regulator between the rectifier-filter combina- 
tion and the load, as shown in Fig. 13-49. In 
most practical regulated power supplies, the 
reference voltage is derived from the plate- 
to-cathode voltage drop of a gas-discharge 
tube called a voltage-regulator tube. This 
voltage drop is nearly constant and is con- 
tinually compared with the regulator output 
voltage. The drop is usually a fraction of the 
output voltage because practical voltage- 
regulator tubes have voltage drops lower 
than the required regulator output voltage. 
The resultant difference voltage, or error, is 
used to modify the voltage drop in the regu- 
lator in such a way that the output voltage 
remains nearly constant in the presence of 
input and load variations. For high-precision 
applications, standard cells are used as refer- 
ence elements. 






REFERENCE 


Fig. 13-49 Block diagram of regulated 
power supply. 
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13-1.67 Typical electronic regulator. The cir- 
cuit schematic of a typical electronic regula- 
tor is given in Fig. 13-50, where V1 is the 
error amplifier, V2 is the series regulator 
tube, and V3 is the voltage-regulator tube. 
Because the full load current flows through 
V2, and because V2 has a plate-to-cathode 
voltage of at least a few tens of volts, the plate 
dissipation of V2 is quite high. Where the full 
load current is appreciable, several tubes may 
be connected in parallel, each tube dissipating 
(wasting) considerable power. If the circuit 
of Fig. 13-50 is assumed to operate in its linear 
range, the change in output voltage caused by 
a change in input voltage is 


dE, _ oA + 1 


(13-47) 
1+ ya + BK) + “et 
where 
oe 791 
191 +R; 
6 = _ Ro 
R,+ R, 
K— _ tits 
T 51 + Rs 


E, = load voltage 


I =current through series regulator tube 


The smaller dE ,/dE,, is made, the better the 
regulation and the smaller the output-voltage 
ripple. Values of dE./dE,, as low as 0.0005 
can be achieved, and ripple voltages of only a 
few millivolts are common. For a regulator 
connected to a filter with output impedance 
Zr(s), the output impedance of the combina- 
tion becomes approximately 


dE, 


Z =23 
dE. r(s) + 


1+ pe(1 + BK) 
(13-48) 


Zo(s) — 





In practical circuits, the magnitude of the 
over-all output impedance is made consider- 
ably less than the magnitude of the filter out- 
put impedance. The latter may be as high as 
a few hundred ohms, while the former may be 
made as low as a few tenths of an ohm, so 
that the addition of the regulator results in 
a substantial improvement in load regulation. 
Regulated power supplies with 0.1 percent 
regulation are not unusual. 


Ro 


Fig. 13-50 Circuit schematic of series regulator. 
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13-2 TRANSISTOR AMPLIFIERS* 


13-2.1 BASIC PRINCIPLES(”) 


The principles of semiconductor electronics 
are based on quantum theory and the struc- 
ture of solids — subjects that are beyond the 
scope of this publication. However, the elec- 
trical properties of a transistor are quite 
similar to those of a temperature-limited 
vacuum-tube diode, and this simple analogy 
gives a good qualitative picture of the nature 
of a transistor. 


13-2.2 Operating Characteristics of 
Temperature-Limited Vacuum Diode 

If a temperature-limited vacuum-tube di- 
ode is connected to a load as shown in Fig. 
13-51, its operating characteristics are as 
follows: 

(a) For small input signals, the plate cur- 
rent depends primarily upon the filament 
power and is practically independent of plate 
voltage. 


*By R.D. Thornton (Par. 18-2.42 by R.E. Marshall) 


LOAD 
R 


+ 
= Ey 





A. SCHEMATIC DIAGRAM 


(b) If enough power is supplied to the fila- 
ment, the diode saturates, and its current- 
voltage characteristic is equivalent to a low 
impedance that is practically independent of 
the input signal. 

(c) The input impedance is relatively low 
and also highly nonlinear. An appreciable 
amount of power is required to bias the de- 
vice into the amplification region, and the 
plate current depends exponentially upon fila- 
ment temperature. 

(d) The diode is likely to have poor fre- 
quency response for three reasons: 

(1) The thermal capacity of the filament 
makes it difficult to change the temperature 
suddenly. The physical dimensions of the fila- 
ment must thus be small for fast response. 

(2) If a large input signal is supplied, the 
filament will emit more electrons than can be 
collected by the plate, thus driving the diode 
into saturation. As a result, there will be 
an accumulation of excess electrons (space 


FILAMENT POWER 





, — > 


B. DIODE CHARACTERISTICS 


Fig. 13-51 Temperature-limited diode amplifier. 
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charge) near the filament. To turn the tube 
off, these excess electrons must be removed 
before the load current will be reduced. This 
space-charge effect is an important problem 
in large-signal applications, even if the ther- 
mal time constant is small. 

(3) Interelectrode capacitance between 
the plate and the filament is similar to the 
capacity in multielement vacuum tubes. If 
the diode is to be operated at high frequen- 
cies, this capacitance is a factor that must be 
considered since it limits the use of the tube 
above certain frequencies. 

(e) The voltage, current, and power that 
can be handled by the diode are limited by 
the emission capabilities of the filament, the 
breakdown voltage between the filament and 
the plate, and the thermal properties and 
maximum allowable temperature of the plate. 


13-2.3 Transistor Operation 

In a transistor, electrons are in a normally 
bound state within the body of the solid untii 
an input signal is supplied that has sufficient 
energy to free the electrons and make them 
available for conduction. Temperature, light, 
electric fields, or even X-rays can be used to 
supply this energy. In a semiconductor, it is 
possible to conduct current with either posi- 
tive or negative charge carriers (holes or 
electrons). Thus, the equivalent of a positron 
tube, as well as an electron tube, can be built. 
It is also possible to avoid the space-charge 
limitations common to most vacuum-tube de- 
vices. 
13-2.4 Advantages and disadvantages of 
transistors. The obvious advantages of a 
transistor are: 

(a) Small size 

(b) Low power consumption 

(c) No filament or heater power required 

(d) No warm-up time required 

(e) Good ruggedness and reliability 
There are also a number of more subtle fea- 
tures of transistors that merit consideration 
when designing servo-system amplifiers and 
control devices. For low-power applications, 
the transistor produces very low vibrational 
noise and is free from many of the problems 


of electromagnetic pickup and hum that are 
troublesome in vacuum-tube circuits. In pro- 
perly designed circuits using low-noise tran- 
sistors, the noise above about 500 cps may be 
less than that of an equivalent vacuum tube. 
In fact, noise figures as low as 4.5 db at 1 ke 
have been reported. Below 500 cps, however, 
the transistor becomes more noisy until, at 
normal servo frequencies, the noise is large 
enough to interfere with proper operation. 
For this reason, there is a marked advantage 
in using a carrier-amplifier system, the car- 
rier frequency being higher than normal 
power-line frequencies for best results. Tran- 
sistor circuits are so simple and smal] that 
the additional difficulty of designing and 
building a local oscillator to generate the car- 
rier is small by comparison with the benefits 
gained in the form of reduced noise, sraall 
physical size, and low power requirements. 


13-2.5 High-frequency operation. Operation 
of transistors at radio frequencies presents a 
number of problems with which the servo- 
system designer is not concerned ; hence, these 
problems will not be discussed here. The inter- 
ested designer may refer to several good texts 
on the subject. (18.19.22) 


13-2.6 Medium-frequency operation. For 
medium audio frequencies (300 to 3000 cps) 
and for medium power levels from 10° watts 
to 10 watts, the transistor is, at present, unex- 
celled in almost all amplifier applications. For 
example, it is possible to construct a capacitor- 
coupled transistor amplifier with more than 
40 db power gain per stage; in fact, a two- 
stage transistor amplifier will often prove 
superior to three or more vacuum-tube stages. 
The emitter bias power of a transistor is an- 
alogous to the filament power of a vacuum 
tube, but it may be a thousand times smaller 
and therefore does not represent an appreci- 
able power drain. Thus, the fact that transis- 
tors can operate with only a few microwatts of 
bias power make it practicable to consider bat- 
tery-operated equipment for continuous duty. 
For instance, a properly designed two-stage 
transistor amplifier will operate on less than 
100 microwatts of bias power, providing 
about five years of continuous operation from 
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a single mercury cell. The very small physical 
size of transistor amplifiers makes it possible 
to mount them directly on control equipment. 
For low-power signals, amplification can be 
provided at the control-signal source, thus 
avoiding the necessity of transmitting the 
low-power signals over long lengths of shield- 
ed cable. Some work has also been done with 
transistors in unusual applications, such as 
providing commutating action in the arma- 
ture circuit of a d-c motor, thus eliminating 
mechanical commutation. 


13-2.7 High-power applications. Originally, 
transistors were limited in power applications 
because they were not capable of dissipating 
more than about 50 milliwatts of power. How- 
ever, rapid progress has been made in the 
power-transistor field in recent years. There 
is every reason to expect that, while present- 
day power transistors are capable of up to 
about one kilowatt of output, future power 
transistors with an output of tens of kilowatts 
will be available. It will then be possible to 
replace magnetic amplifiers with transistor 
amplifiers, with an attendant substantial re- 
duction in over-all size and weight but with- 
out a loss in ruggedness and reliability. 


13-2.8 Switching applications. The fine 
switching properties of transistors make 
transistors ideally suited for modulators, de- 
modulators, and on-off control systems. In 
addition, the application of transistors to 
digital computers is now widespread. If a 
digital computer is to be included as part of a 
servo system, transistors should definitely be 
considered in the design of both computer and 
servo system. 


13-2.9 Summary. The similarities and differ- 
ences between transistors and vacuum tubes 
rnust be borne in mind at all times when de- 
signing a transistorized servo system. It is 
not enough to replace conventional vacuum- 
tube circuits with the nearest equivalent tran- 
sistor circuits. The characteristics of the tran- 
sistors must also be considered. Servo systems 
are particularly suited to the application of 
transistors, regardless of system size or power 
range. 


13-2.10 BASIC THEORY OF JUNCTION 
DIODES AND TRANSISTORS 


13-2.11 Electron Current 

The ability of a metal to conduct current de- 
pends upon the existence of charge carriers 
(electrons) and the ability of these carriers to 
move when acted upon by an external field. In 
a normal metal, there is one free electron for 
each atom of the metal. When an electric field 
is applied, these free electrons move with an 
average velocity that is proportional to the 
strength of the applied field. The resistance 
of the metal is linear for small currents and 
is fairly low because of the large number of 
free electrons. In a semiconductor, there are 
relatively few free electrons and the resistiv- 
ity is comparatively high—up to 47 ohm-cen- 
timeters for germanium and 63,000 ohm-cen- 
timeters for silicon at 25°C. Moreover, the 
stumber of current carriers in a semicon- 
ductor depends exponentially upon tempera- 
ture. Thus, the resistivity becomes very high 
for temperatures near 0°K. 
13-2.12 Hole Current 

In addition to the electron current in a 
semiconductor, there is also a so-called hole 
current. The hole is a fictitious particle that 
has no counterpart in the simple vacuum tube; 
it is only a concept and does not actually ex- 
ist. The hole concept was devised as a means 
of simplifying the analysis of a semiconductor 
and has a very simple analog; namely, if a 
large number of objects in a periodic array 
are to be counted, it is often easier to count 
the number of empty sites than to count the 
objects actually present. The hole, therefore, 
represents the lack of an electron and behaves 
much as a positively charged electron might 
behave. In the pure semiconductor, there are 
an equal number of holes and electrons, and 
the product of the hole and electron concentra- 
tions depends exponentially upon the temper- 
ature of the solid. However, by “doping’’ 
(adding impurities or alloys), the total num- 
ber of charge carriers can be controlled, even 
though the product of hole and electron den- 
sities is essentially independent of impurity 
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concentration. By controlling the total num- 
ber of charge carriers, the resistivity can be 
controlled and amplification is possible. 


13-2.13 Material Types 

The semiconductor crystal, as a whole, dis- 
plays charge neutrality ; i.e., the total number 
of electrons is almost exactly balanced by the 
nuclear charge of the crystal atoms. If there 
are more free electrons than holes, the ma- 
terial is called negative or N-type, while if the 
reverse is true, the material is positive or 
P-type. In N-type material, the electrons are 
the majority carriers and the holes are the 
minority carriers. In P-type material, the 
electrons are the minority carriers and the 
holes are the majority carriers. 


13-2.14 Junctions 

If a sharp junction is formed between a 
mass of P-type material and a mass of N-type 
material, rectification is possible. This is 
demonstrated as follows: If a battery is con- 
nected to the junction so that holes are driven 
from the P region to the N region, the junc- 
tion resistance in this direction is low, and 
current can flow because there are many car- 
riers able to move across the junction; if the 
polarity of the battery is reversed, relatively 
few carriers can move across the junction, the 
resistance in this direction is high, and little 
current can flow. 


13-2.15 Junction Diodes 
Ideally, a junction diode would be described 
approximately by the relationship 


‘= I, (€°/Vo — 1) 


where 


(13-49) 


a = diodecurrent, in amperes 

I, = characteristic of diode 

e = baseof natural logarithms — 2.718 
v = diode voltage, in volts 

V,= kT/q = 0.025 volt at 20°C 


k = Boltzmann’s constant = 1.37 x 10°3 
joule/°K 


T = absolute temperature, in °K 


q = charge onelectron = 1.6 x 10-!9 
coulomb 


Various other effects contribute series resist- 
ance, back-leakage current, and voltage break- 
down, so that the v-i characteristics of a typ- 
ica] junction diode are as shown in Fig. 13-52. 
Three important characteristics of the junc- 
tion diode should be noted because of their 
importance in transistor operation : 

(a) The back current of a junction diode 
varies exponentially with temperature and 
may double for every 10 or 11 degrees increase 
in junction temperature. Figure 13-52 shows 
the typical temperature dependence of a sil- 
icon junction diode. 
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Fig. 13-52 Typical characteristics of Type 1N137B 
silicon junction diode. 


Courtesy Transitron Electronic Corporation. 


13-41 


AMPLIFICATION 


(b) The forward current depends expo- 
nentially upon the forward voltage and in- 
creases by a factor e = 2.718 for every kT/q 
increase in applied voltage. For very large 
currents, the junction diode behaves approxi- 
mately like a small resistance in series with 
a battery. For some silicon junction diodes, the 
forward current increases as e°’/2v, and for 
high-voltage units the forward characteristics 
may become quite complicated. Some diodes 
also exhibit a forward characteristic similar 
to the space-charge-limited characteristic of 
a vacuum-tube diode. In general, however, 
junction diodes conduct a much larger current 
for a given voltage drop than is practicable 
with vacuum-tube diodes. 


(c) A junction diode will break down when 
back voltages become large enough. This 
breakdown may be temperature-induced or it 
may be the result of a Townsend discharge 
(sometimes called Zener breakdown), and it 
imposes limitations on the permissible levels 
of back voltage. The Townsend discharge may 
be used as a voltage reference similar to a gas- 
tube regulator ; however, for transistors, it is 
normally undesirable. 


13-2.16 Junction Transistors 


A junction-type transistor is little more 
than a junction diode with provisions for in- 
creasing the number of minority carriers in 
the vicinity of the junction. Since the back 
current of a junction diode depends primarily 
upon the minority-carrier concentration, it is 
possible to control the back current of the 
junction diode much as the forward current 
is controlled in the temperature-limited vac- 
uum diode. Figure 13-53A shows schematical- 
ly the construction of a PNP transistor in 
which the minority carriers in the N region 
are controlled by injecting majority carriers 
from the adjacent P region. Figure 13-53B 
shows an NPN transistor in which the minor- 
ity carriers in the P region are controlled by 
injecting electrons from the adjacent N re- 
gion. The characteristics of the PNP and 
NPN transistors are similar, but all voltage 
and current polarities are opposite. The actual 
construction of practical transistors differs 


from this schematic picture, but the principle 
is the same; namely, the back current of a 
junction diode is controlled by controlling the 
number of minority carriers in the vicinity of 
the junction. 


13-2.17 Special transistor types. Special types 
of transistors, such as tetrodes, double-base 
drift and field effect transistors have been pro- 
posed and constructed. Since most of them 
were specifically designed for high-frequency 
operation, they will not be discussed here. 
Some of the newer power transistors have two 
base connections (on opposite sides of the 
base region) by which the minority-carrier 
concentration is controlled. By passing a bias 
current through the base region, it is possible 
to improve the temperature stability, increase 
the gain, and/or make the amplification more 
linear. Some transistors also use an intrinsic 
or I-region between the P and N regions to in- 
crease the breakdown voltage. In I-material, 
the number of holes approximately equals the 
number of electrons. Although other types 
probably will be designed and manufactured, 
it is likely that many will use the junction di- 
ode as a basic building block. For this reason, 
the properties of the junction diode should be 
fully understood by the transistor-circuit de- 
signer. 


13-2.18 Characteristics of transistor materi- 
als. Although the most common present-day 
transistor materials are germanium and sil- 
icon, newer alloys should be available in the 
near future. Germanium transistors are more 
frequently used than other types because a 
simplified refining process has made the ger- 
manium type less expensive and much easier 
to produce. However, germanium has a rela- 
tively low resistivity (compared with other 
semiconductor materials) , thus permitting di- 
ode back currents to become significant at 
temperatures of 50°C or Jess. In addition, the 
indium-alloy construction commonly used 
with germanium limits the permissible tem- 
perature rise in the junction because of the 
low melting point of indium. At present, sili- 
con is more expensive than germanium, but 
this differential will probably be reduced by 
improved processing methods. Silicon has a 
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relatively high resistivity; it appears that a 
desirable value is probably somewhere be- 
tween that of germanium and silicon. How- 
ever, silicon diodes can operate at junction 
temperatures as high as 200°C with the same 
back current that would be present in a sim- 
ilar germanium diode at 50°C. For this 
reason, silicon diodes are almost always re- 
quired when the operating temperatures are 
expected to be in excess of 75°C. The forward 
voltage drop of a silicon diode is larger than 
that of a similar germanium diode, thereby 
making the silicon diode inferior to the ger- 
manium diode in switching characteristics at 
roorn temperatures. The low reverse-leakage 
current of a silicon diode, however, may be 
a big advantage if very high impedance levels 
are required in the amplifier circuit. 
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13-2.19 ANALYSIS OF TRANSISTOR 
CHARACTERISTICS 


The low-frequency characteristics of a 
transistor are best described by a plot of 
collector current versus collector-to-emitter 
voltage, with the base current as a parameter. 
Typical plots for a low-power PNP ger- 
manium unit and a medium-power NPN 
silicon unit are shown in Fig. 13-54. The PNP 
curves are similar to the NPN curves, except 
that all voltage and current polarities are op- 
posite. 


13-2.20 Transistor Model 


For analytical purposes, it is convenient to 
represent the transistor by an approximate 
model; a typical large-signal model is shown 
in Fig. 13-55. A simphified theory of transistor 
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» Fig. 13-53 Types of junction transistors. 
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(Type 970 characteristics courtesy Texas Instruments Incorpo. | ™mOdels have been proposed, each with an 
reted; Type 2NG4 characteristics courtesy Heytheon Monufactur- odvantage for some particular application. 
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operation predicts that this model is a good 
approximation for small-to-medium signals. 
The two diodes in this model are junction di- 
odes, with characteristics as discussed previ- 
ously, and the transistor action is represented 
by the two dependent current generators a,i, 
and a,i,. For normal transistor operation, the 
emitter diode is closed and short-circuits the 
a1, generator, thus making the a,i, generator 
the important gain-producing element in the 
transistor. Some circuits, however, use the 
reverse-current gain (due to the a,t, gener- 
ator) and it often becomes important in large- 
signal applications. In the output characteris- 
tics of Fig. 13-54, the a, generator produces 
the amplification in the regions shown. Typ- 
ical numerical] values of a, (often called just a 
and very nearly equal to the short-circuit cur- 
V. — COLLECTOR VOLTAGE ~ VOLTS rent gain a) are 0.95 to 0.995, while a, is often 
Ce ee less than 0.5. Special symmetrical transistors 
7 have been made with both a, and a, greater 
than 0.95. 








oO SO 100 150 


GROUNDED EMITTER 


TYPICAL COLLECTOR CHARACTERISTICS 13-2.21 Piecewise linear model. For analysis 


of large-signal circuits, the model of Fig. 
13-55 is often used, but with the diodes re- 
placed by an appropriate piecewise linear 
model. For high-power applications, the volt- 
age drop of the forward-biased diode is of ma- 
jor importance while, for low-power circuits, 
the current in the back-biased collector diode 
is important and produces biasing problems 
that will be discussed later. 





13-2.22 Incremental model. For a small-signal 


COLLECTOR TO EMITTER VOLTAGE (V..) incremental analysis, the emitter diode is usu- 

THIS FAMILY IS A FUNCTION OF 1-6. AND THUS CHANGES 
DOORE CLAGL 4 GITIE HALL CHANCES to ally closed and may be replaced by a small re- 
B. TYPE 2N64 GERMANIUM — PNP sistance r., while the collector diode is back- 


biased and may be replaced by a large resi- 
tance 7,. Based on these approximations, the 
Fig. 13-54 Typical collector characteristics. incremental model of Fig. 13-56A is appro- 
priate and has a direct physical interpretation. 
From a circuit point of view, however, the 
model of Fig. 13-56B is more useful because 
the transistor is most often used in a ground- 
ed-emitter circuit. Numerous other types of 
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Fig. 13-55 Approximate junction transistor model. 
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13-2.23 Hybrid Parameters 


The problem of determining the incremen- 
tal parameters from measurements has led to 
a system of hybrid parameters. These par- 
ameters, plus associated circuit models, are 
shown in Fig. 13-57. (There is a marked de- 
gree of nonuniformity in notation in transis- 
tor literature, various authors using different 
symbols for the same parameters.) These h 
(hybrid) paramete1's are probably the easiest 
to measure experimentally. They can also be 
determined directly from the slopes and inter- 
cepts of the input and output v-2 character- 
istics, as in the case of a vacuum tube. Table 
13-2 relates the h parameters to 7p, 7,, 7, and a. 


13-2.24 Frequency Dependence 


For most servo applications, the frequency 
dependence of a transistor’s parameters is not 
too important, but it does deserve mention be- 
cause, for high-power transistors, it may be 
significant at frequencies as low as 1 kc. Three 
effects are especially important: 


(a) Alpha cutoff. At high frequencies, the 
current gain a decreases because of the time 
required for current carriers to diffuse across 
the base region. Current gain can usually be 
approximated analytically by the relation 


es a (13-50) 
1+ joT 


alpha cutoff frequency = f,. = Bete, 13-51) 
2uT 


For grounded-emitter applications, the cur- 
rent gain is approximately 


b a _ do 
1—a = (1—a)+4 joT 

(13-52) 
and, since (1 — a,) << 1, the effect of alpha 
cutoff will become important for frequencies 
well below the cutoff frequency f,,.. The 
grounded emitter cutoff frequency is approxi- 
mately (1 — a) foo. 

(b) Collector capacitance. The large col- 
lector resistance r, is bypassed by a capacitor 
C,., usually called the collector capacitance; 
this capacitance is similar to the plate capac- 
itance of a vacuum tube. For audio frequen- 
cies, however, Cis usually less important than 
feo. There is also an effective diffusion capac- 
itance in parallel with 7., but the C.r. time 
constant is normally quite small. 

(c) Hole and electron storage. The storage 
of current carriers in a transistor is a non- 
linear effect and cannot be expressed simply 
in terms of a circuit model. The effect is 
similar to the transit-time electron storage 
in a vacuum tube, and its importance will be 
discussed in connection with transistor cir- 
cuits. 


B = 





TABLE 13-2 RELATIONS BETWEEN INCREMENTAL PARAMETERS 
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IN CONTROLLERS 





Yoo = Melp + h 


re Vee 
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B. COMMON EMITTER h PARAMETERS 


Fig. 13-57 Models of h-parameter transistor. 


13-2.25 Temperature Sensitivity 

Most transistor parameters are signifi- 
cantly sensitive to temperature and, in servo 
application, temperature extremes are likely 
ic be the most important limitations to the use 
of transistors. The parameter that is probably 
the most sensitive to temperature is the back 
current of the junction diode. This back cur- 
rent is relatively independent of the back volt- 
age as long as the back voltage is in excess 
of about 0.5 volts. However, back current 
depends exponentially upon temperature and 
may double in value for every 10°C increase 
in junction temperature. Since a part of the 
collector current is the back current of a junc- 
tion diode, this current may become quite im- 
portant for low-level amplifiers. The back cur- 
rent of the collector junction (for zero emitter 
current) 1s commonly called J,,, with a tem- 
perature dependance typified by Fig. 13-58. 
The incremental transistor parameters are 
sensitive to bias and temperature, with typical 
variations as shown in Fig. 13-59. If a circuit 
is to operate over a wide range of tempera- 


tures, it is almost imperative that stabilization 
of both bias and gain be provided. 


13-2.26 Nonuniformity 


Transistors of the same type vary from unit 
to unit because the manufacturers are unable 
to exercise precise control over production. 
This nonuniformity is likely to be much 
greater than in vacuum tubes unless the tran- 
sistors are carefully selected units that con- 
form closely to mean parameter values. Such 
selected units command premium prices. 
Therefore, most manufacturers specify per- 
missible parameter ranges as well as mean 
value thereof. It is common procedure for a 
manufacturer to produce transistors accord- 
ing to a single process and then sort them 
for sale according to the value of 6. Variations 
in B ~ a/(1 — a) are perhaps the most seri- 
ous variations between transistors of the 
same type. In general, units having higher 
values of 6 are better transistors and command 
higher prices, especially in the power-transis- 
tor category. Table 13-3 shows the typical 
spread of characteristics for a low-power 
PNP transistor. 
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Fig. 13-59 Variation of h-parameter with bias and temperature. 


Courtesy Texas Instruments Incorporated. 
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13-2.27 Noise Factor 


Noise is. likely to be greater in a transistor 
amplifier than in a vacuum-tube amplifier for 
frequencies below about 500 cps. Above about 
1 ke, the two are comparable but, at frequen- 
cies approaching the alpha cutoff frequency of 
the transistors, the transistor noise increases 
again. If a choice is permitted, a transistor 
carrier amplifier should be operated at fre- 
quencies in the range from 1 to 10 ke, though 
400 cps is acceptable. Special low-noise tran- 
sistors are available with noise figures in the 
order of 3 db, but the average transistor has 
a noise figure of more nearly 20 db. To achieve 
minimum noise in a transistor amplifier, the 
unit should be operated with extremely small 
biases, typical values being v,=—0.5 volt, 
1,= 0.1 ma. The available gain is lower at 
these low biases but, if noise is important, this 
is a necessary compromise. 


13-2.28 Microphonics and Vibration Effects 


In many applications, thermal and shot 
noise are not as important as freedom from 
microphonic and vibrational noises. For this 
type of application, transistors offer decided 
advantages over vacuum tubes. Transistors 
are also less easily affected by stray magnetic 
and electrostatic fields and, since they have no 
filaments, power-frequency hum is virtually 
nonexistent. 


13-2.29 Maximum Collector Voltage 


For high-power applications, transistors 
are limited by a maximum allowable collector 
voltage. The maximum collector-voltage lim- 
itation may be due to several causes, and the 
maximum allowable peak voltage is likely to 
be considerably greater than the maximum 
allowable junction temperature, the thermal 
are usually described fully on manufacturers’ 
specification sheets. 


13-2.30 Maximum Power Dissipation 


The maximum allowable power dissipation 
in a transistor is determined by the maximum 
allowable junction temperature, the thermal 
resistance from the collector junction to the 
chassis, and the chassis ambient temperature. 
If the maximum allowable junction tempera- 
ture is T;, the thermal resistance is R°C/watt, 


and the chassis temperature is 7T,, then the 
maximum allowable power dissipation P is 
given by 


ee 
R 


If there is electrical insulation between the 
transistor and the chassis, the thermal resist- 
ance of the insulation must be included in R. 
It should be noted that the chassis tempera- 
ture is not the same as the room temperature. 
For high-power transistors, it may be neces- 
sary to use forced-air cooling to maintain a 
reasonable 7... For lower-power transistors 
that are not attached to a heat sink, the maxi- 
mum power is often specified at a normal am- 
bient-air temperature. For large-signal appli- 
cations, it is important to know the thermal 
time constant of the collector junction. For 
high-frequency operation, the average power 
dissipation is the important item; for very 
low frequencies, it is the peak power that lim- 
its operation. The thermal time constant of 
the collector junction is used to establish the 
maximum peak junction temperature which, 
in turn, determines the maximum power dis- 
sipation. 


13-2.31 TRANSISTOR AMPLIFIER CIRCUITS 


13-2.32 Grounded-Emitter Amplifier 


The grounded-emitter amplifier, shown 
schematically in Fig. 13-60A, is the most use- 
ful for servo applications because it provides 
both voltage and current gain and can there- 
fore be cascaded without using coupling 
transformers. At low frequencies, h,, is usual- 
ly negligible. Therefore, the input resistance 
is very nearly h;., the short-circuit gain is 
hj, and the output conductance is h,,. If sev- 
eral stages are cascaded with capacitive 
coupling, the voltage and current gain per 
stage will be very nearly h,,. The high-fre- 
quency gain is limited primarily by the 6 cut- 
off and the collector capacitance, but these 
effects should not be important below about 
o ke, except possibly for high-power tran- 
sistors. 


13-2.33 Grounded-Base Amplifier 


The grounded-base amplifier, shown sche- 
matically in Fig. 13-60B, is used primarily 


r= (13-53) 
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where an exceptionally high output im- 
pedance is required. This configuration pro- 
duces no current gain but, if a large load im- 
pedance is used, a voltage gain of 10,000 or 
more may be realized. 


13-2.34 Grounded-Collector Amplifier 


The grounded-collector amplifier, shown 
schematically in Fig. 13-60C, is useful for pro- 
viding current gain without voltage gain. For 
normal load impedance, the voltage gain is 
slightly less than unity, while the current gain 
is very nearly 1 + h,. and may be 50 or more 
for a high-gain transistor. This circuit has 
very low power gain, but is capable of provid- 
ing a low output impedance if the source im- 
pedance is not too high. The input and output 
impedance depend significantly upon the load 
and source impedances, making this circuit 
quite different from the vacuum-tube cathode 
follower, which provides almost perfect isola- 
tion between input and load. 


13-2.35 Phase-Inverter and 
Difference-Amplifier Circuits 
The split-load phase inverter and the dif- 
ference amplifier shown in Fig. 13-61 are sim- 
ilar to their vacuum-tube counterparts, but it 





A. GROUNDED EMITTER 





B. GROUNDED BASE 


should be borne in mind that the base current 
of a transistor is much larger than the grid 
current of a vacuum tube and, therefore, must 
be considered when analyzing these circuits. 
The base current causes the input impedance 
to be much smaller than in the corresponding 
vacuum-tube circuit. 


13-2.36 High-Power Amplifiers 


For high-power operation, it is desirable to 
use Class B amplification, thereby avoiding 
excessive dissipation in the transistors. The 
circuit shown in Fig. 13-62A is a possible con- 
figuration using a small voltage bias. The bias 
must be large enough to place the transistor in 
the linear region of operation without causing 
excessive collector dissipation, and the im- 
pedance of the bias supply must be reasonably 
low to avoid the loss of power gain. If two bat- 
teries are available, the output transformer 
may be eliminated by using a circuit similar 
to Fig. 13-62B. However, if both NPN and 
PNP transistors are available, the greatly 
simplified circuit of Fig. 13-62C is possible. 
Unfortunately, it is difficult to obtain matched 
NPN-PNP power transistors and, for this 
reason, the “complementary symmetry” cir- 
cuit of Fig. 13-62C is not widely used. 





C. GROUNDED COLLECTOR 


Fiqa. 13-60 Basic transistor amplifier configurations. 
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A. SPLIT-LOAD PHASE INVERTER 





B. DIFFERENCE AMPLIFIER 


Fig. 13-61 Typical amplifier circuits. 


13-2.37 Maximum power output. For maxi- 
mum power output, the load resistance of a 
high-power transistor stage should be selected 
according to the voltage, current, and power 
limitations of the transistor and not according 
to the incremental parameters. If maximum 
available output power is not required, how- 
ever, the load impedance can be increased, 
with a corresponding increase in power gain. 
For normal applications, the load conduct- 
ance is so large compared withh,, thatthe 
gain can be approximated by 


K, = G,R, 


where 


(13-54) 


K, = power gain 
G, = power conductance = h?,,/hi, 
R, = load resistance 


If low-frequency operation is anticipated 
(i.e., w! greater than the thermal time 
constant of the collector junction), the load 
should not permit the peak power dissipation 
to exceed the maximum rated dissipation of 
the transistor. For carrier frequencies in the 
order of 400 cps, the peak power can be con- 
siderably greater, provided the average dissi- 
pation is within the limits of the rating. The 


limiting factor on power dissipation is the 
maximum allowable junction temperature. 
Almost any instantaneous dissipation is allow- 
able if this temperature limit is not exceeded. 
There is a good evidence that the life of a 
transistor depends markedly upon the junc- 
tion temperature. Above a critical value, the 
junction tends to destroy itself by thermal 
diffusion of impurity centers. Thus, derating 
may be necessary if long life is desired. 


13-2.38 Biasing 


The choice of a suitable biasing scheme for 
a transistor is very important because of the 
wide manufacturing and temperature varia- 
tions of transistor parameters. The guiding 
principle is to supply the bias in such a way 
that the emitter current and the collector volt- 
age will be more or less independent of rea- 
sonable variations in transistor parameters, 
particularly 7,, and h,. The circuit of Fig. 
13-63A uses current feedback and is very 
effective if the load impedance is small. For 
a circuit with a large load resistance, the 
voltage-feedback scheme of Fig. 13-683B may 
be better. In both cases, the bypass capacitors 
short-circuit the feedback for signal frequen- 
cies, so that the biasing circuit hag very little 
effect on the gain. If transformer coupling is 
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Fig. 13-62 Push-pull Class B power-amplifier circuits. 
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B. VOLTAGE FEEDBACK 





C. TRANSFORMER INPUT 


Fig. 13-63 Typical biasing circuits. 


permissible, a better impedance match be- 
tween stages can be achieved, and a simple 
biasing arrangement such as the one shown 
in Fig. 13-63C may be used. Usually, it is 
more convenient to increase the gain by using 
more amplifier stages than by resorting to 


transformer coupling. However, if tuned am- 
plifiers are desired, the transformer action is 
readily incorporated into the tuned circuit, 
and the impedance transformation makes it 
easier to achieve high-Q operation. 


13-2.39 Typical Two-Stage Transistor 
Amplifier 

The two-stage transistor amplifier of Fig. 
13-64 illustrates some of the important prin- 
ciples of good design. The input stage uses a 
low-noise transistor, biased with a collector 
voltage of about —1 volt and an emitter cur- 
rent of about 100 microamperes. This low- 
power bias makes it possible to achieve a 
noise figure of 6 db or less, and the emitter 
current is so small that bias stabilization can 
be omitted if feedback is used to stabilize the 
gain. The collector voltage of the first stage 
and the emitter current of the second stage 
are determined by R, and R; and are thus 
reasonably independent of transistor param- 
eters. The lack of a coupling capacitor does 
not produce any instability problems, because 
the d-c gain of the second stage is very low. 
The bypass capacitor effectively grounds the 
emitter of the second-stage transistor, which 
can then provide a voltage gain of 100 or 
more. The feedback increases the input im- 
pedance and makes the voltage gain very 
nearly equal to (R, + Rz)/Rz, and independ- 
ent of the transistor parameters. 


13-2.40 Direct-Coupled Amplifiers 


High-gain direct-coupled amplifiers have 
many undesirable features and should be 
avoided unless no other type of amplifier will 
accomplish the desired results. In general, 
silicon transistors offer some advantages over 
germanium transistors in low-level direct- 
coupled amplifiers. However, for signal levels 
below about 10-* watt, the drift. becomes ex- 
cessive unless elaborate temperature-compen- 
sation schemes are used. In addition, below 
about 500 cps, the noise increases as 1/f and 
must be considered for microwatt power 
levels. On the other hand, if the signal levels 
are in the milliwatt range, direct-coupled 
amplifiers are quite feasible and, in fact, may 
be preferable to capacitance-coupled or trans- 
former-coupled amplifiers. For example, a 
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T, = LOW.NOISE TRANSISTOR 


TYPICAL VALUES 


Tz = HIGH.GAIN TRANSISTOR =) = 2.2M oR, = 4.7K 
Ry= IK Rg 4.7K 
Rox 2M Ry = 4.7K 
R, = 470. 


INPUT RESISTANCE R,,, > 10K 
VOLTAGE GAIN K, = 100 


Fig. 13-64 Two-stage transistor feedback 
amplifier. 


direct-coupled driver for a Class B amplifier 
stage eliminates the problems of capacitive 
blocking or inductive overshoot. 


13-2.41 State of the Art 


Both the design and manufacture of tran- 
sistors are in a continual state of change and 
improvement, more so than for most other 
electronic devices. While the capabilities and 
limitations of vacuum tubes are fairly well 
established and stabilized, quite the opposite 
is true of transistors. Therefore, it is recom- 
mended that the very latest manufacturers’ 
data and literature be obtained and studied 
before evaluating the use of transistorized 
circuits in servomechanisms. 


13-2.42 A-C POWER AMPLIFIER DESIGN 


Refer to Table 13-4 for a comparison of 
typical design information on silicon and 
germanium power transistors. Inspection of 
this table indicates that for class B power 
amplifiers which operate at audio frequencies, 
have outputs of five watts or more, and are 
powered from the commonly used 28-vdc 
source, germanium transistors are preferable 
to silicon transistors in cases where ambient 
air temperatures remain below about 60°C. 
Thus, in designing a 10- to 15-watt a-c power 
amplifier for servo applications or as a power 
source, germanium power transistors are of 
greater interest. If ambient temperatures ap- 
proach the 60°C limit, it generally is prefer- 
able to use silicon transistors in low-level cir- 
cuits where incremental current gains are 
equivalent; the problem of stabilizing low- 
level circuits using germanium transistors at 
these temperatures becomes increasingly dif- 
ficult due to the large temperature-dependent 
leakage currents. For most purposes, the de- 
sign can be divided into the two areas, signal- 
level (<25 mw) circuits and power-level 
circuits. Signal-level circuits with silicon 
transistors can employ capacitive or direct 
coupling effectively. 


For all but the most stringent design prob- 
lems, the class B common-emitter circuit is 
preferable, since both voltage gain and power 
gain are obtained. The relatively high output 
impedance of the common-emitter configura- 
tion affects output transformer design ad- 
versely in much the same manner as beam 
tetrode vacuum tubes do, requiring larger 
transformers with correspondingly narrower 
bandwidth capabilities. In precision power 
sources, or in servo applications where an 
advantage is taken of internal motor damp- 
ing by having a low-impedance source ob- 
tained through considerable feedback, it is 
advantageous in terms of crossover distor- 
tion, transformer size, and greater gain band- 
width, to use the emitter-follower (common- 
collector) circuit. The gain and temperature 
stability and low output impedance of the 
emitter-follower circuit makes it feasible to 


13-55 








AMPLIFICATION 





reduce over-all system feedback and to mini- 
mize the frequency stability problem involved 
in a loop containing two transformers. 


In the common-emitter design, a 12- to 15- 
watt amplifier requires approximately one 
ampere peak current from a 28-vdc supply. 
Servo motors with a center-tapped (20-0-20 
volt rms) control winding are available for 
transistor applications. A matching trans- 
former should present an equivalent primary 
impedance of approximately 110 ohms. Power 
dissipation within each transistor consists of 
(1) the ideal class B dissipation which can 
approach 20 per cent of maximum design 
power out under some conditions, (2) the 
“cut-off” current-collector voltage product 


for the ideally non-conducting half cycle, and 
(3) the temperature-dependent leakage. The 
third component is generally treated ade- 
quately by published curves and data, but the 
second is neglected somewhat because pub- 
lished data are often not complete. See Fig. 
13-65, which shows adequate power transistor 
characteristics for the circuit designer. 


Typical power stages that provide 24 to 30 
db of power gain would be similar to that 
shown in Fig. 13-62A. Cascaded emitter fol- 
lowers can be added between the input trans- 
former and the output transistor bases in 
applications where 25 to 100 watts of power 
are required. This straightforward method 


TABLE 13-4 COMPARISON OF TYPICAL DESIGN INFORMATION ON 
SILICON AND GERMANIUM POWER TRANSISTORS 






Typical large signal gains at 
0.5 amp max 
1 amp max 
5 amp max 


10 amp max 






volts 


at_____ amps 





Saturation resistance 






Internal thermal resistance 


ee 
Maximum junction temperature 85-100°C 


Base-collector diode rating 60-100v 60-120 v 
Common emitter cutoff frequency (3 db) 5-20 ke 0.4-0.5 me 






Silicon 





150-200°C 
















0.5-2° c/w 1.5-19° c/w 
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reduces the input power requirement by pos- 
sibly a factor of 50, a level that can be at- 
tained with a class A silicon transistor stage 
(less than 25 milliwatts at 60°C ambient, 
convection cooled). Commercial transformers 
are available for both interstage and output 
applications. Many solutions and power gains 
are feasible with signal-level circuits similar 


COLLECTOR CURRENT, |.., IN AMPERES 





to that shown in Fig. 13-64. As an indication 
of gains and accuracies attainable, power am- 
plifiers with six to eight transistors (15-watt 
output at 400 and 1000 cps) with a 40-db 
gain and accurate to 0.1 per cent amplitude 
over a temperature range of —20° to 65°C 
have been designed. 


T w 25°C 
GROUNDED EMITTER 


-40 -50 -60 
COLLECTOR VOLTAGE, V-,-, IN VOLTS 
Ve, IS THE BASE SUPPLY VOLTAGE AND IS CONNECTED TO THE BASE THROUGH A 10 QHM RESISTOR (R ae) 


Fig. 13-65 Collector characteristics of typical power transistor. 
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13-3 


13-3.1 BASIC CONSIDERATIONS 


13-3.2 Functions of Magnetic Amplifiers in 
Servo Systems 

The chief function of a magnetic amplifier 
in a servo system is to act as the power ampli- 
fier for driving the system output element, 
which is usually an a-c or d-c motor, but may 
be any other form of end electrical device. 
Magnetic amplifiers may also be employed as 
intermediate-stage or signal amplifiers, hand- 
ling either a-c carrier or d-c signals. There- 
fore, where electronic devices cannot be used, 
magnetic amplifiers can be employed to per- 
form all of the amplification, sensing, and 
demodulating functions of a servo system. 
Magnetic amplifiers are also used in voltage 
regulators for power supplies and generators 
in servo systems. 


13-3.3 Features of Magnetic Amplifiers 

The principal, outstanding feature of mag- 
netic amplifiers, and the main reason for 
their widespread use, is their all-static con- 
struction which uses only magnetic compo- 
nents and rectifiers. Theoretically, the mag- 
netic amplifier should have infinite reliability 
compared with electronic equipment and zero 
maintenance compared with rotating equip- 
ment. Magnetic amplifiers can be built for 
output powers ranging from microwatts to 
kilowatts; they can be cascaded; they can be 
fed from multiple input circuits; they can 
operate from single-phase or multi-phase 
power; and they require no electronic-ampli- 
fier-type power supplies. 


13-3.4 Application Problems of Magnetic 
Amplifiers 
The output of a magnetic amplifier is an 
a-c or rectified carrier that has been modu- 
lated in some manner in accordance with the 
control signal. The maximum signal fre- 
quency is limited to some fraction of the 
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carrier or supply frequency; hence, the theo- 
retical pass band can be raised only by rais- 
ing the carrier frequency. High carrier fre- 
quencies are used, therefore, to increase the 
bandwidth and to reduce the physical size of 
the amplifier. Furthermore, the magnetic am- 
plifier always introduces a time delay between 
application of the control signal at the ampli- 
fier input and realization of the output signal. 
The lower limit of this time delay is one half- 
cycle of the carrier frequency; the upper 
limit is a function of amplifier construction. 


13-3.5 Temperature Limitations 


Magnetic amplifiers are temperature-lim- 
ited in several ways. They are environment- 
temperature limited by the rectifiers. For 
example, this limit is in the 125°C to 150°C 
region. when silicon rectifiers are used. In 
addition, the characteristic of the magnetic 
amplifier may shift as a result of the effect 
of temperature on the back leakage of the 
rectifier and also on the magnetic character- 
istics of the core material. This temperature- 
drift effect is a serious difficulty in cascaded 
magnetic amplifiers used for amplifying low- 
level signa!s, just as it is in electronic d-c 
amplifiers. 


13-3.6 Design Difficulties 


The design and development of magnetic- 
amplifier systems may be considerably more 
dificult than that of their electron-tube 
counterparts, principally because magnetic- 
amplifier cores are not standardized and cata- 
logued. When a magnetic amplifier is in the 
“‘breadboard”’ stage of development, circuit 
revisions often require rewinding of cores 
and, sometimes, substitution of different cores 
as well. Furthermore, the analysis of mag- 
netic-amplifier circuits has not yet been de- 
veloped to the point where all combinations 
of cores and loads can be analyzed before- 
hand and the operation of the amplifier ac- 
curately predicted. For greater detail, consult 
the books by Storm’® and Geyger. 2”) These 
books are fairly comprehensive references on 
magnetic amplifiers. 
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13-3.7 PRINCIPLES OF OPERATION 


13-3.8 Single-Core, Single-Rectifier Circuit 


The basic principles of operation of magne- 
tic amplifiers can be studied conveniently by 
means of the basic single-core circuit shown 
in Fig. 13-66. The function of this simple cir- 
cuit is to control the flow of energy from the 
source voltage e, to the load resistance R,. 
Control is effected by means of the voltage E,,. 
To obtain a simple analysis, several idealiza- 
tions are made in the circuit, and the core 
material is assumed to have a B-H character- 
istic as shown in Fig. 13-67. In this figure, 
the core material is shown as the square-loop 
type, which features a sharp saturation point 
and zero width. This means that the core 
requires neither ampere turns for obtaining 
a change in flux density nor energy-loss for 
operation. The rectifier is assumed to be ideal ; 
i.e., it has zero resistance in the forward 
direction and infinite resistance in the back 
direction. The source voltage e; is assumed to 
be sinusoidal and the control voltage E, is 
assumed to be a constant direct voltage. The 
core is assumed to have an area A, with two 
windings thereon —one winding with N, 
turns, called a gate winding; and the second 
winding with N, turns, called a control wind- 
ing. 


13-3.9 Operating cycle of a single-core circuit. 
The single-core circuit will be studied over 
one cycle of source voltage to note the manner 
in which the control voltage FE, controls the 
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Fig. 13-67 Simplified B-H characteristic of 
core material. 


energy transfer from the source to the load. 
The waveforms of flux density and load cur- 
rent over one cycle are shown in Fig. 13-68. 
The cycle of operation can be divided into 
three parts. The first part is called the “excit- 
ing period” of the cycle. This is the portion in 
which the magnetic-amplifier core blocks the 
source from the load and prevents the flow 
of current. The second portion of the cycle 
is called the “‘conducting period” and is that 
part of the cycle during which the magnetic 
core is saturated, permitting the source volt- 
age to be applied directly to the load resis- 
tance. The third portion of the cycle is called 
the “reset period’. During this part of the 
cycle, the control voltage operates on the core 
to determine the load current in the next 
period. 


CORE RECTIFIER 





SOURCE 
VOLTAGE 


Fig. 13-66 Simple single-core magnetic amplifier. 
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Fig. 13-68 Waveforms of source voltage, flux 
density, and load current over one cycle. 


13-3.10 Exciting and conducting periods. 
Assume that the cycle of operation com- 
mences with the core in the magnetic state 
shown as point a on the B-H characteristic 
of the core material (Fig. 13-67). This cor- 
responds to wt = 0 on the waveform diagram 
(Fig. 13-68). As the cycle commences, the 
source voltage e; is positive, causing the recti- 
fier to conduct. If the control resistance R, is 
relatively large compared with the load resis- 
tance FR, (referred to the same side of the 
magnetic core), almost all of the source volt- 
tage will appear directly across the gate 
winding N,. The load current 12; will be zero 
at this time because the core represents, in 
effect, an infinite impedance. The effect of the 
voltage e, appearing at the gate-winding ter- 
minals is to cause the flux density in the core 
to rise from point a toward point b, the satu- 
ration value. At the angle wt = a, called the 
firing angle in the waveform diagram (Fig. 
13-68), the core flux has reached point b and 


the core saturates. When this occurs, the core 
no longer introduces impedance into the gate 
circuit, and the source voltage e, is applied 
directly to the load resistance R,. The load 
current 2; now jumps to the value shown at 
point c, this value being merely the source 
voltage (at that instant) divided by the load 
resistance. For the remainder of the half- 
cycle, the load current 7, is determined by the 
source voltage and the load resistance only, 
as shown in Fig. 13-68. At the angle wit = x, 
the source voltage reverses polarity, the recti- 
fier blocks, and the load current 7; remains at 
zero until the angle finally reaches wt = 2x. 


13-3.11 Reset period. During the interval 
from wit = x to wt = 2x, called the reset per- 
iod, the control voltage E’, takes charge of the 
operation, since the rectifier has blocked the 
source voltage e; from the core. If the control 
voltage is negative, its effect will be to drive 
the flux density in the core downward from 
point b toward the value a. Since the idealized 
core material requires no exciting current, 
the full value of control voltage is applied to 
control winding N,, producing a straight-line 
decrease in flux density B, as shown in Fig. 
13-68. At the angle wt = 2x, the control volt- 
age has reset the core back to point a, and the © 
cycle of operation is ready to start again. The 
magnitude of the control voltage determines 
how far down on the B-H characteristic the 
core is returned during the reset period. This, 
in turn, determines how long the core will 
block during the next half-cycle and also 
determines the value of the firing angle a. 
Consequently, the firing angle determines [,, 
the average value of the load current, in that 
half-cycle. To summarize the chain of opera- 
tion: the control voltage E, determines the 
amount of core reset; this, in turn, deter- 
mines the firing angle a in the next half-cycle 
and thus determines the average value of load 
current in that half-cycle. 


13-3.12 Control limits. For a sinusoidal 
source voltage e;—./2E, sin wt, the com- 
bination of frequency , saturation flux den- 
sity B,, gate-winding turns N,, and core area 
A, should be chosen in accordance with the 
following equation: 
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\/2 E; = oB,N,A- (13-55) 


Hence, a half-cycle of source voltage will pro- 
duce a flux change in the core that is twice 
the saturation value. The lower limit of con- 
trol voltage EF, is zero control voltage, at 
which level the control circuit does no reset- 
ting of the core and the firing angle a is zero. 
When this occurs, the core is continuously 
saturated and the load current consists of 
alternate half-cycle sinusoidal pulses. This 
represents the maximum output of the mag- 
netic amplifier. The upper limit of control 
voltage E,, is the value that is sufficient to re- 
set the core by twice the saturation flux 
density. The upper limit is determined by 


(E.) um = —4fB.NA_ (13-56) 


When this occurs, all of the next half-cycle 

of time is required by the source voltage to 

bring the core back up to saturation, and the 

firing angle a is x. The output of the magnetic 

amplifier is zero. The relationship between 

the firing angle a and the control voltage E, is 
(E.) oo 


a la 
(13-57) 


The relationship between the average load 
current I; and the control voltage E, is 


ip, = x= aoe Lfa— 32 =< (Iz) maz 


—_s 


13-3.13 Control characteristics. A plot of the 
control characteristics of the simplified mag- 
netic amplifier is shown in Fig. 13-69. The 
theoretical control characteristic is a straight 
line, as shown by the J; — E, curve. The load 
current is zero at the limiting value of con- 
trol voltage (E..) um and maximum when the 
control voltage is zero. For reference, the fir- 
ing angle a is plotted on the same curve, with 
the value x for zero output and the value zero 
for maximum output. Practically all magnetic 
amplifiers exhibit this straight-line-control 
characteristic over which linear input-output 
relationships are obtained. 
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Fig. 13-69 Curves showing relationship between 
average load current |,, firing angle a, 
and control voltage E,. 


13-3.14 Analysis limitations. There are sev- 
eral limitations to this idealized analysis 
when it is applied to an actual single-core 
magnetic amplifier. First, the core material 
always has a finite-width hysteresis loop, as 
compared with the zero width in the theoreti- 
cal analysis. This means that, during the reset 
portion of the operation cycle, a finite control 
current J, exists in the control circuit. If the 
control resistance is made very large, the 
voltage drop in the control resistance reduces 
the effect of the control voltage FE, on the 
core. The power gain of the idealized circuit 
is infinite, because it is assumed that no con- 
trol current exists. However, with a finite- 
width ‘en ae loop, the control-voltage 
source has to supply a finite amount of power, 
both to the control resistance and to the core 
itself, limiting the power gain. The second 
limitation of the idealized analysis is that, in 
practice, a rectifier is never ideal. The rectifier 
may have some leakage in the back direction, 
allowing the source voltage to influence the 
reset operation during the negative half- 
cycle. Actually, the simple single-core circuit 
is rarely used as shown, but is modified into 
either the Ramey circuit or multicore circuits 
(both described later). 
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13-3.15 Analysis extension. The analysis 
given here for the highly simplified circuit 
can be extended to more complicated single- 
core and multicore circuits. In general, the 
extended analysis is carried out by dividing 
the cycle of circuit operation into its various 
parts, as was done for the simple circuit. The 
circuit equations are then written for each 
part of the cycle, the correct boundary condi- 
tions are inserted, and the equations are 
solved for the operation of the amplifier. In 
the usual application and design of magnetic 
amplifiers, it is often unnecessary to make a 
complete analysis as shown in this section. 
Instead, the operation of a magnetic amplifier 
can be briefly summarized in terms of gains 
and time constants, which are sufficient for 
describing the operation of the amplifier in 
most servo applications. 


13-3.16 TYPICAL CIRCUITS 


There is a wide variety of magnetic-ampli- 
fier circuits designed for various functions 
and power levels and employing from 1 to 12 
cores in circuits of varying degrees of com- 
plexity. A good survey of these circuits is 
given by Geyger.27) The three classes of 
circuits discussed below represent the major- 
ity of those used in magnetic-amplifier work. 


13-3.17 Half-Cycle (Ramey) Circuit 


The basic Ramey circuit, shown in Fig. 
13-70, is somewhat similar to the idealized 
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circuit of Fig. 13-66. The Ramey circuit, how- 
ever, utilizes a second rectifier and an a-c 
source in the control circuit. This minimizes 
the coupling between the control and load 
circuits during the exciting interval when the 
source voltage is operating on the core. A 
salient feature of the Ramey circuit is the 
high response speed. Theoretically, the cir- 
cuit responds to the command of a control 
signal in a half-cycle of carrier-frequency 
time. This occurs because the circuit has no 
memory from one operating cycle to the next. 
In the resetting half-cycle, the control voltage 
e, resets the core to some value. In the follow- 
ing half-cycle, the average value of the load- 
current pulse is dependent upon the degree to 
which the core was previously reset. In effect, 
then, the amplifier operates over any single 
operating cycle independently of previous 
cycles. Although a single-core circuit is shown 
in Fig. 13-70, the same principle may be 
applied to multicore circuits to obtain the 
advantage of half-cycle response speed. 


13-3.18 Single-Ended, Two-Core Circuits 


Single-ended circuits fulfill most of the 
requirements for magnetic-amplifier applica- 
tions. They are known by various names, such 
as doubler circuit, bridge circuit, and full- 
wave circuit. The doubler circuit in Fig. 13-71 
utilizes two cores and two self-saturating 
rectifiers, and features a-c output. Single- 
ended circuits may be designed for either a-c 
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Fig. 13-70 Ramey circuit. 


13-62 











AMPLIFIERS USED IN CONTROLLERS 


CON TROL 
RESISTANCE 


CONTROL e. 





Fig. 13-71 Doubler circuit. 


or d-c output. They are characterized by re- 
latively high power gain. The time constants 
can be made to have a minimum of approxi- 
mately three cycles of carrier-frequency time. 
The control circuit may consist of many wind- 
ings for signal mixing, instead of the single 
winding shown in Fig. 13-71. 


13-3.19 Operation of two-core circuits. Basic- 
ally, two-core circuits operate by utilizing 
the saturation characteristics of the core on 
alternate half-cycles. During any half-cycle, 
one core is resetting while the other core is 
passing through its exciting and conducting 
periods. Each core operates much as the 
single-core amplifier of Fig. 13-66 does. 
However, since the two cores are coupled 
through the control circuit, the induced 
voltage in one core during its exciting period 
simultaneously acts as a resetting voltage on 
the other core. For this reason, all of the 
energy for resetting the individual cores does 
not come from the control circuit during each 
half-cycle. This accounts for the relatively 
high power gain of two-core circuits as com- 
pared with single-core circuits. 


13-3.20 Reversible-Polan.y and 
Reversible-Phase Circuits 


To obtain reversible-polarity or reversible- 
phase output from a magnetic amplifier, the 
single-core and two-core circuits heretofore 
described (which are not reversible by them- 
selves) must be combined in some manner. 
For example, the outputs of two single-ended 
circuits can be mixed in resistive networks 
or in multiwinding inductive devices to 
obtain reversible outputs. 


13-3.21 Example of reversible-phase ampli- 
fier. An example of a reversible-phase 
magnetic-amplifier circuit, known as the half- 
wave bridge circuit, is shown in Fig. 13-72. 
The circuit load is a 2-phase servomotor that 
reverses its torque and direction when the 
phase of the main-winding current is re- 
versed with respect to the excitation winding. 
This represents quite an important kind of 
behavior in a large class of servomechanisms. 
In the circuit shown, all cores excite and 
conduct during the same half-cycle. How- 
ever, the control signal causes two cores 
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Fig. 13-72 Half-wave magnetic servo amplifier bridge circuit. 


(either 1 and 4, or 2 and 3) to saturate 
early, in a symmetrical manner about the 
center of the half-wave. For this reason, the 
load current consists of a pulse that is 
centered at the 90° point of the half-cycle, 
its polarity being dependent upon the pair 
of cores that saturates first in the half-cycle. 
The circuit features high-speed operation 
because phase reversal of load current can 
be made to take place from one half-cycle of 
operation to the next half-cycle of operation. 


13-3.22 ANALYTICAL REPRESENTATION OF 
MAGNETIC AMPLIFIERS 


13-3.23 Dynamic Performance | 

The output of a magnetic amplifier is a 
series of unipolar or bipolar pulses derived 
from the pulse-width-modulation action on 
the a-c carrier waveform. The envelope of the 
pulse is sinusoidal for a sinusoidal] carrier 
and rectangular for a square-wave carrier. 
The pulses start during each half-cycle at 
the firing angle a and terminate at integral 
multiples of x. 
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13-3.24 Dynamic response. The dynamic re- 
sponse of the output to a step-change in 
control voltage is a transient change in the 
firing angle, from the initial value to the 
final value, over a period of time ranging 
from one half-cycle to many cycles. This is 
shown in Fig. 13-73. Since the load current, 
or output, is usually measured in terms of 
the average rectified current, the change in 
firing angle causes a change in pulse area over 
each half-cycle of the transient period. 


13-3.25 Accuracy of prediction. For most an- 
alytical problems, the assumption that the 
output is smooth and continuous at the aver- 
age value leads to an adequate accuracy of 
prediction. However, it is apparent that the 
discreteness of the output pulses must be 
retained in the analysis of other special 
problems where the load or a following stage 
does not serve as a low-pass filter. 


13-3.26 Analytical Representation 

For servo-system analysis, the magnetic 
amplifier can be treated in one of several 
ways, depending upon the required accuracy 
of prediction. The simplest form of repre- 
sentation stems from the assumption that 
the gain of the amplifier can be expressed by 


__ change in average output voltage 
change in control ampere turns 
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This gain can be read directly from the slope 
of the steady-state control characteristic. The 
average load voltage of the amplifier is as- 
sumed to change exponentially with time, 
with a time constant 


(13-59) 


where 


L, = equivalent control-circuit inductance 
proportional to N,? 


Rk, = total control-circuit resistance 


A transfer function can thus be written for 
the amplifier as 


ig 
oe ee (18-60) 
E. 1+ jwoT 


The use of this transfer function is described 
further by Decker®) and Johannessen. (29) 


13-3.27 Effective control-circuit resistance. 
In magnetic amplifiers having more than one 
control circuit (i.e., bias circuits, reference 
circuits, etc.), the control-circuit resistance 
R, must reflect the resistance of the other 
circuits as they are coupled to the control 
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Fig. 13-73 Waveforms of load current during a transient change in output from 
minimum to maximum output (resistive load). 
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circuit. The effective control-circuit resist- 
ance for dynamic operation is 
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R’, R, 0 R, 
N,\? 1 
= 13-61 
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where R, is the resistance and N, is the num- 
ber of turns in the nth control circuit. The 
time constant becomes 7’ = L,/R’,. Where 
a more accurate representation of the ampli- 
fier is desired, several alternative approaches 
are possible. For example, the transfer func- 
tions proposed by Johannessen,'?®) in which 
the time delay appears explicitly, may be 
used. The servo system can also be repre- 
sented on an analog computer, with the mag- 
netic amplifier represented by the methods 
developed by Woodson.® Alternately, the 
discrete nature of the load-current pulses can 
be included, and the amplifier represented as 
a cyclical pulse-width modulator by sampled- 
data techniques. 


13-3.28 Limitations in analytical represeuta- 
tion. Limitations in the analytical represen- 
tation of magnetic amplifiers for servo-system 
analysis and design arise in two ways. First. 
there are limitations mentioned previously, 
when an attempt is made to represent a given 
and measurable physical device by a mathe- 
matical expression. These are the limitations 
imposed by approximating the dynamic be- 
havior by a single time constant, characteriz- 
ing the amplifier by a fixed value of gain, as- 
suming continuous output, and so forth. Sec- 
ond, there are the limitations in predicting 
the behavior of a magnetic amplifier in a servo 
system, where the amplifier itself is in a de- 
sign state. Here is where difficulties arise in 
predicting the behavior of core material, the 
effect of rectifiers, and the effect of tempera- 
ture. 


13-3.29 Conclusions. Because of the present 
state of the art, it is still necessary to build, 
test, and adjust a prototype magnetic ampli- 
fier to determine its transfer function to an 
adequate degree of reliability. However, typi- 
cal control-characteristic curves, and charts 
of typical Figures of Merit (discussed later), 


are extremely useful to the servo-system de- 
signer. From these, one can determine ap- 
proximately what to expect from particular 
magnetic amplifiers. 


13-3.30 PERFORMANCE OF MAGNETIC 
AMPLIFIERS 


13-3.31 Ranges of Input and Output Power 


Magnetic amplifiers can be designed to 
cover an extremely wide range of input and 
output power levels. The lowest control power 
that can be utilized (by using instrument-like 
techniques) is in the order of 10-12 watt. Prac- 
tical input-power levels range from 10~ to 10° 
watt and are obtainable without extreme pre- 
cautions. Power outputs in the kilowatt region 
are possible. Table 13-5 shows complete data 
on a line of 60-cps industrial magnetic ampli- 
fiers with output powers ranging from 30 
milliwatts for the smallest unit to 150 watts 
for the largest single-phase unit. Figure 13-74 
shows several sets of curves giving the rela- 
tionship between magnetic-amplifier power 
output and reactor weight in pounds, with the 
type of core material and the carrier fre- 
quency as parameters. 


13-3.32 Control Characteristics 


The steady-state characteristics of mag- 
netic amplifiers are frequently given in the 
form known as a control characteristic. This 
is a plot of load current versus control current, 
or ampere turns, with the load resistance as a 
parameter. Typical control characteristics for 
a 30-milliwatt, 60-cycle magnetic amplifier 
are shown in Fig. 13-75. Because the mag- 
netic amplifier appears basically to its load 
circuit as a controllable voltage source, each 
control characteristic is different for each 
value of ohmic load resistance. The usual 
region of operation is the linear rising por- 
tion; i.e., the portion ranging from —0.7 to 
—0.9 control ampere turns for the curves 
shown. The slope of this portion of the con- 
trol characteristic is a measure of the gain 
of the magnetic amplifier. 


13-3.33 Figure of Merit 
A convenient measure of the performance 


of magnetic amplifiers whose dynamic behav- 
ior can be characterized by a time constant 
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TABLE 13-5 TYPICAL CHARACTERISTICS OF MAGNETIC AMPLIFIERS 


putetwee 1 2 | 8 fe te |) ee 


Type of circuit doubler doubler doubler | doubler | doubler doubler 3-phase 
doubler 
Nominal power output 
(watts) ** 











Nominal ampere turns 
for control*** 










A-c supply 
volts 
frequency (cps) 







phase 


Max usable incremental 
Figure of Meritt 


Max incremental power 
amplification 
(3-cycle response) tt 









8000 
(6-cycle 
response) 








aaa 


Output current (amp) # 







rated 
max power output 


— 









Load resistance (ohms) 
rated (55°C, temp rise) 


max power output 







max incremental power 
amplification 







Weight of reactor 
assembly (Ib) 


0.6 0.6 1 
0.015 0.068 0.71 2.1 
85 
28 
1-5/8 2-1/2 3-1/2 4-1/2 4-1/2 4-1/2 
1-3/4 2-5/8 3-1/4 3-3/4 4-3/4 4-3/4* 


**Maximum power output obtainable within the linear range of the control characteristic curve for 
rated load. 


***Control ampere turns necessary to change the output from cutoff to the nominal power output point. 






Size of assembly (in.) 
1-5/8 
1-3/4 


diameter 
height 









*Three units required. 


tThe ratio of the maximum power amplification to the response time. 


t{Power amplification corresponding to 3-cycle response time taken over the linear range of the control 
characteristic curve for the optimum load resistance. 


#Rms value if output is ac; average value if output is de. 


This table is adapted from technical data 52-600 (October, 1954), 
Westinghouse Electric Corporation, table a, p. 10. 
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0.01 
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Fig. 13-74 (Left) Power output vs total weight of 
60-cycle standard self-saturating magnetic 
amplifiers. 


By permission from Electrical Manufacturing, Volume 48, No. 
3, September 1951, from article entitled ‘Applying magnetic 
amplifiers — IV,’ by W. J. Dornhoefer and V. H. Krummenacher. 


is a term called the Figure of Merit. This term 
is defined as the ratio of the incremental power 
gain to the time constant of the amplifier. The 
time constant is usually measured in cycles of 
the carrier frequency. The Figure of Merit is 
a function of the material and of the geometry 
of the core. It is independent of the control- 
circuit resistance. Changes in control-circuit 
resistance change the relative amounts of gain 
and time constant, but preserve their ratio. 


13-3.34 Typical values of Figure of Merit. 
Typical values of Figure of Merit are listed in 
Table 13-5 and shown in Fig. 13-76. In Table 
13-5, the Figure of Merit increases from a 
value of 200 for the 30-milliwatt magnetic 
amplifier to 2300 for the 150-watt single-phase 


GRAIN-ORIENTED 
SILICON STEEL 






80% NICKEL 
ALLOY, 
400 CPS 


50% 
NICKEL 
ALLOY, 
60 CPS 


80% NICKEL 
ALLOY 
60 CPS 


5 1020 50100 200 500 1000 
REACTOR WEIGHT, POUNDS 


(Right) Comparison of power output vs reactor 
weight at 60 cps and 400 cps. 


amplifier. In Fig. 13-76, the Figure of Merit, 
or power gain per cycle, is shown as a function 
of the rated output power of the amplifier. It 
increases with the power rating and with the 
quality of the core material. The maximum 
power gain and the maximum time constant 
are obtained for zero resistance in the external 
control circuit. To reduce the time constant, 
resistance is added until the practical limit 
of two to three cycles is reached. Since the 
Figure of Merit is measured in terms of 8 
time constant in cycles, the performance of 
the amplifier for a time constant measured in 
seconds can be improved by raising the éar- 
rier frequency. To offset this, there is some 
deterioration in amplifier performance at 
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) higher carrier frequencies, and a resultant 
HTH hOICATED reduction in the Figure of Merit, because of 
LOAD RESISTANCE ; 
cceMit powen eddy current and other magnetic phenomena 
as well as increased rectifier leakage. 


me mys 


13-3.35 Expression for Figure of Merit. From 
a design standpoint, the Figure of Merit can 
be expressed as (#1) 





K,; ~ a per cycle (13-62) 


4 


A-C LOAD CURRENT, MILLIAMPERES RMS 


z= 
E 
| 
Hh 


where 


fe 
am ae: 


Aw = effective total gate-winding copper 
area 


= 
SS 


J = gate-winding current density 


= 
z 
= 
Li 
= 
a 
| 
wi) 


AH, = change in 7 in core material neces- 
sary to obtain gross change in load 


~~ 





7 cae ne a t 
/ Achat TT ae 
me! LAR l, =mean length of magnetic core 
—1.0 -0.9-0.8 -0.7-0.6 -05 -0.4-05 -02 -0.1 The core material énters into the expression 
CONTROL AMPERE TURNS for the Figure of Merit through the term AH;,; 


the geometry enters through the terms for 
Fig. 13-75 Control characteristics for N*/R = 1.0 the winding iiss Aw and ie Ss length h. 
bj On a dimensional basis, the Figure of Merit 
zero Dias current. aoe k ; ‘ 
varies in proportion to the dimensions of mag- 
Courtesy Westinghouse Electric Corporation netic cores when the cores are made of the 


SINGLE PHASE 
80% NICKEL ALLOY 


BUTT-JOINTED GRAIN- 
ORIENTED SILICON STEEL 


POWER GAIN PER CYCLE 





1 O02 0.5 { 2 5 10 20 $0 100 200 5S0O «61000 2000 5000 10900 
RATED OUTPUT POWER, WATTS 


Fig. 13-76 Power gain per cycle for self-saturating magnetic amplifiers with 
several core materials in single and three-phase bridge circuits, with 
d-c output and 60-cycle supply. 


By permission from Electrical Menufacturing, Volume 48, No. 8, 
September 1951, from article entitled ‘Applying magnetic ampli- 
fiers — IV,’ by W. J. Dornhoefer and V. H. Krummenacher. 
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same material. Hence, an increase is expected 
in the Figure of Merit with an increase in the 
size of the magnetic amplifier. This is con- 
firmed by the curves of Figure of Merit 
versus power rating, where power rating is 
an indication of amplifier size. 


13-3.36 Largest factor. The largest factor 
controlling the Figure of Merit is the value of 
AH, which is determined by the core material. 
AH, can be made to vary over a range of prob- 
ably 50 to 1 by the selection of either square- 
loop nickel-iron alloys, which have a low AH, 
or grain-oriented silicon steel, which has a 
higher AH. 


13-3.37 Effects of dimensions. The increase 
in the Figure of Merit through dimension 
makes it possible to use larger values of AH; 
(i.e., less expensive core materials) for large- 
power amplifiers and still obtain Figures of 
Merit that are suitable for most applications. 
The thickness of the magnetic tape or the core 
laminations also influences AH;. Eddy cur- 
rents in the core materials introduce an in- 
crease in the value of AH;. An increase in AH, 
also results from an increase in frequency 
with a fixed tape thickness. Hence, as the car- 
rier frequency is raised, the core laminations 
should be made thinner to maintain AH, with- 
in acceptable limits. 


13-3.38 Leakage effects. Although the effect 
of rectifier leakage does not appear explicitly 
in the expression for the Figure of Merit, the 
effect of this leakage is to increase the appar- 
ent value of AH. 


13-3.39 Temperature effects. Temperature 
has one of the most pronounced effects on the 
performance of magnetic amplifiers. Temper- 
ature affects both the leakage of the rectifiers 
and the effective AH, of the core material. 
Hence, the Figure of Merit of a magnetic am- 
plifier, or the power gain for a fixed value of 
time constant, may shift with variation in 
temperature unless the amplifier is carefully 
designed. In magnetic amplifiers used in servo 
systems, this change in gain introduces a 
change in the loop gain, which may lead to an 


unfavorable change in steady-state and dy- 
namic performance. In addition, the effect of 
temperature on the Figure of Merit makes it 
difficult to design magnetic amplifiers for 
open-loop systems with calibrated or prede- 
termined gain. 


13-3.40 CONSTRUCTION OF MAGNETIC 
AMPLIFIERS 


13-3.41 Methods of Core Construction 


The choice of a method of constructing mag- 
netic-amplifier cores is a compromise between 
geometries that favor superior electrical be- 
havior and those that favor ease and economy 
of construction. For best electrical perform- 
ance, the magnetic potential developed in the 
core by the control signal should produce the 
largest possible change in core-flux density in 
a prescribed time. To achieve such results, the 
core should have the lowest possible reluc- 
tance over the reset range; this means that 
there can be no air gaps, high-permeability 
material should be used, and low levels of 
eddy-current shielding should exist (thin ma- 
terials of high resistivity must be used). On 
the other hand, for economy of construction, 
the use of conventional transformer-type 
magnetic materials and construction is 
favored. The amplifier design is a compro- 
mise between these factors. The following 
types of core construction are commonly 
used : 


(a) Spiral. The core material is made in 
tape form, in thicknesses ranging generally 
from 0.001 to 0.004 inch, and is wound into 
a gapless ring or spiral core. Toroidal wind- 
ings are used, placed on the core by a special 
winding machine. 


(b) D-U laminations. The core material is 
made in sheet form as thin laminations, cut 
in a U shape, with the base of the U twice as 
wide as the sides. The core is formed by stack- 
ing the laminations with long, overlapping 
joints. Conventional coil-winding techniques 
are used. 


(c) C-cores. The core material is in tape 
form and is wound to form a closed ring of 
rectangular shape, which is then cut into two 
parts. The parts are inserted into a winding 
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and then strapped together again. By etching 
and lapping the cut faces of the cores, the air 
gaps at the cut faces are made extremely small 
when the cores are reassembled. Conventional 
coil-winding techniques are used. 


(d) Laminations. The core material is 
stamped from sheets into laminations, or 
strips, and assembled into cores by stacking 
in accordance with the usual! transformer- 
construction techniques. Windings are con- 
ventional. 


13-3.42 Relative merits. The above methods 
of core construction are listed in the order in 
which they are employed for producing in- 
creasing values of magnetic-amplifier power 
capability. Where the control signa! is low- 
level and must be conserved, the spiral core 
construction produces amplifiers with maxi- 
mum gain and sensitivity. Such amplifiers 
are used for low-power applications (below 
the range of 10 to 100 watts of power output). 
The D-U core construction is favored by some 
manufacturers for ranges of power output be- 
tween 1 and 1000 watts, whereas other manu- 
facturers may not employ it at all. Magnetic 
amplifiers employing C-cores range in output 
power from 0.5 to 10 kw. Finally, laminated 
core construction might be used in amplifiers 
for output powers of 5 kw and higher. How- 
ever, amplifiers for the usual range of servo- 
mechanism applications employ primarily the 
spiral and D-U types of core construction. 


13-3.43 Core Materials 


Core materials are identified with various 
sections of the power spectrum just as types 
of core construction are, and for the same 
reasons. The core materials are distinguished 
from one another by the alloys used, the man- 
ner of processing and magnetization orienta- 
tion. Their electrical behavior is distinguished 
primarily by the saturation flux density, 
which is a measure of the power output per 
core, and also by the magnetic AH necessary 
to obtain a change of flux density AB, which 
is a measure of the sensitivity and gain per 
core. There are many other factors, such as 
susceptibility to shock, dependence upon tem- 
perature, and so forth, which are functions of 


particular applications. Complete informa- 
tion is available from the manufacturers of 
special core materials. (26) The following are 
the principal types of core materials, 
arranged in the order of power capability: 


(a) Supermalloy. This is a 79%-Ni, 
16%-Fe, 5%-Mo alloy that is used in the 
lowest-power and most-sensitive magnetic 
amplifiers. The saturation flux density is 7900 
gauss and the coercive force is 0.004 oersted. 


(b) Mo-Permalloy. This alloy and its heat 
treatment differ slightly from Supermalloy. 
The material is also known by the trade 
names Hy-Mu-80 and Squaremu. Amplifiers 
using Mo-Permalloy are nearly as sensitive 
as those using Supermalloy cores, and the ma- 
terial costs about the same. The saturation 
flux density is 8800. gauss and the coercive 
force is 0.035 oersted. 


(c) 50% Ni-Fe Oriented. This alloy is 
known by the trade names of Deltamax, 
Orthonol, and Hypernik V, and is the core ma- 
terial most used for the 0.1-watt to 100-watt 
range of spiral (toroidal) core magnetic am- 
plifiers. It has a saturation flux density of 
15,500 gauss and a coercive force of 0.08 oer- 
sted, and its cost per pound is about 25 per- 
cent of the cost of Supermalloy and Mo-Perm- 
alloy. 


(d) 3%-Si Oriented. This material is used 
for grain-oriented transformer cores, either 
as C-cores or as laminations of some kind. 
The saturation flux density is 19,700 gauss 
and the coercive force is 0.4 oersted for the 
0.002-inch thickness. 


(e) Silicon steel. Conventional, nonorient- 
ed, 5% silicon steel has a saturation flux den- 
sity of 19,700 gauss and a coercive force of 1.0 
oersted, but requires 1400 oersteds to reach 
saturation flux density. The cost per pound is 
the lowest of the core materials described 
here. 


13-3.44 Applications. In the design of mag- 
netic amplifiers, the core material that is Just 
adequate to handle the sensitivity and power 
requirements of the application will produce 
the most economical, stable, and easily manu- 
factured amplifier. For this reason, spiral 
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cores using materials such as Supermalloy or 
Mo-Permalloy are used only for low-power, 
sensitive stages, whereas 3%-Si Oriented 
steel in C-cores suffices for high-power stages. 
The 50% Ni-Fe Oriented material, in spiral 
or D-U core form, is used for intermediate- 
power applications. 


13-3.45 Rectifiers 


There are three types of rectifiers currently 
in use for magnetic amplifiers—selenium 
plate, germanium junction, and silicon junc- 
tion. In the selenium rectifier, rectification 
takes place over a large surface, at current 
densities in the order of 0.3 ampere per square 
inch. In the semiconductor rectifier (germani- 
um or silicon), rectification takes place at a 
PN junction within the material, at current 
densities in the order of 30 amperes per 
square inch. The three types of rectifiers have 
definite spheres of use in magnetic amplifiers. 


13-3.46 Characteristics of selenium rectifiers. 
Existing types of selenium rectifiers must be 
derated for operation above 35°C ambient 
temperature and cannot be operated above 
75°C. However, there is promise of a new 
high-temperature selenium rectifier that can 
be operated at ambient temperatures up to 
85°C without derating and at an ultimate am- 
bient of 125°C. The back leakage current of 
selenium rectifiers, which so strongly deter- 
mines magnetic-amplifier performance, rang- 
es from 0.1 to 1.0 percent of the forward 
current at cell inverse voltages in the order 
of 10 to 15 volts. 


13-3.47 Characteristics of germanium 
rectifiers. The germanium rectifier is rapidly 
growing in acceptance and can be used both as 
a rectifier in very sensitive stages and as a 
power-stage rectifier. The nomina] ambient 
temperature for germanium rectifiers is 55°C, 
with an ultimate of 85°C, while the junctions 
themselves may be operated up to 100°C. In 
diodes of the 5-ma type, such as the 1N54, the 
back leakage is approximately 0.2 percent of 
the forward current at 55°C and 10 volts peak 
inverse voltage. In the intermediate-current 
diode, such as the 1N315, the leakage is 0.2 
percent of the forward current for a 300-volt 


peak inverse voltage and a 75-ma forward 
current. 


13-3.48 Characteristics of silicon rectifiers. 
In silicon rectifiers, there is considerably 
lower leakage current than in germanium rec- 
tifiers operated at the same temperature. Sili- 
con units can also be operated at higher tem- 
peratures than selenium or germanium units. 
The rated case temperature is in the range 
from 100°C to 135°C, while the ultimate is in 
the range from 150°C to 200°C. In typical 
performance, a l-ampere silicon power recti- 
fier (Type 1N253) at 135°C case temperature 
has a maximum leakage current of 0.01 per- 
cent of the forward current (0.1-ma leakage) 
for 95 volts peak inverse voltage. A corres- 
ponding Type 1N256 rectifier has a forward 
current rating of 0.2 ampere and a leakage in 
the order of 0.1 percent at a peak inverse vol- 
tage of 570 volts. 


13-3.49 Factors governing choice of rectifier 
type. The rectifier field is progressing so rap- 
idly at present that few rules can be given for 
the selection of rectifiers for magnetic-ampli- 
fier work. In sensitive amplifiers, the rectifier 
with the lowest leakage over the operating 
temperature range should be used. In power- 
stage application, considerations of tempera- 
ture, space, and cost govern the choice of rec- 
tifier types. Many of these types require 
forced-air or water cooling unless sharp de- 
rating is applied. These factors may be more 
important in the selection of the power-stage 
rectifier than the electrical characteristics of 
the rectifier. 


13-3.50 SPECIFICATIONS AND DESIGN 


13-3.51 Specifications 


Since magnetic amplifiers are frequently 
supplied as a package to fit between input, 
output, and source terminals, the specifica- 
tions of the amplifier must include as much of 
the following information as can be supplied 
to the designer : 


(a) Load. The electrical nature of the load; 
the required maximum power output; the 
minimum tolerable power output; the require- 
ment for ac or dc; the polarity, phase, and 
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ripple requirement; the class of magnetic-am- 
plifier circuit. 

(b) Control. The range and maximum 
value of control power; the internal imped- 
ance and voltage of the control-power source; 
the range of acceptable response speeds, or 
time constant; the required linearity of re- 
sponse; the drift level. 

(c) Source. The frequency and voltage of 
the source; the ranges of fluctuation; the 
power and capacity of the source; the avail- 
ability of bias power. 

(d) Environment. The range of operating 
temperatures ; storage temperature; the avail- 
ability of coolants; environmental conditions 
of humidity, corrosive fumes, and radiation. 

(e) Physical. The size, weight, and shape 
requirements; shock; requirements for im- 
pregnation, packing, and so forth. 


13-3.52 Approach to Design 

Where a packaged magnetic amplifier that 
meets the specifications is not already avail- 
able, it may be necessary to originate an am- 
plifier design. A specific design procedure will 
not be given here, because the number of fac- 
tors that must be treated is too great. How- 
ever, the steps of design will be outlined so 
that detailed procedures can be inserted when 
necessary. (32) 

(a) Circuit. Select a circuit to accomplish 
the amplifier function. 

(b) Figure of Merit. From the required 
gain and time constant, compute the Figure 


of Merit and check with curves, such as Fig. 
13-76, to determine the realizability and ex- 
pected value. 


(c) Cores. Select several possible cores and 
materials from manufacturers’ catalogs and 
curves, such as Fig. 13-73, that may be satis- 
factory. 


(d) Gate winding. Design the gate winding 
so that the core is able to absorb the necessary 
voltage to reduce the load current-to zero (or 
to the prescribed value). Take source-voltage 
variation into account. Select wire size by cur- 
rent and heating or by winding resistance. 
Check space availability in cores and check 
temperature rise. 


(e) Rectifiers. Select rectitiers for ampli- 
fier function, peak inverse voltage, forward 
current, and temperature conditions. Evalu- 
ate leakage current and its effect on the core. 


(f) Control circyits. Design the control 
windings for required reset ampere turns, 
leakage effect, and desired range of control. 
Correct design may have to be determined ex- 
perimentally. Design control-circuit resist- 
ance for the required time constant. Design 
bias windings and bias circuits. 


With this design information, a prototype 
amplifier can be built and tested for compli- 
ance with the specifications. Since it is almost 
impossible to design an amplifier with a pre- 
dictable performance over a wide temper- 
ature range, an experimental evaluation is 
required. 


13-4 ROTARY ELECTRIC AMPLIFIERS* 


13-4.1 TYPES OF ROTARY ELECTRIC 
AMPLIFIERS 


13-4.2 Basic Principles 

Functionally, a rotary electric amplifier is 
a rotating machine in which the power flow 
from a mechanical drive to an electrical sys- 
tem is controlled or modulated by an electrical 
command or signal injected into the control 


*By M. Riaz 


field of the machine. The mechanical drive 
acts as a power source and the electrical sys- 
tem serves as the load. Amplification is 
achieved because a relatively small amount 
of input power to the control circuit can con- 
trol a much larger amount of power to the 
load. 


13-4.3 Power-Handling and Time-Constant 
Characteristics 


Compared with magnetic and electronic 
amplifiers, rotary electric amplifiers as a class 
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are characterized by their much larger power- 
handling capabilities (up to 5000 kw) and by 
their large time constants (from a few milli- 
seconds to a few seconds). In the low-power 
class, however, there is some overlap between 
rotary and magnetic amplifiers. 


13-4.4 Basic Features 


Figure 13-77 is a pictorial representation 
of the basic features of the rotary electric am- 
plifier as viewed from its terminals. As a rule, 
the field system comprises several windings, 
where input control is effected. The shaft con- 
stitutes the mechanical source of power and 
the electrical load appears at the output cir- 
cuit, also called the armature. In Fig. 13-77, 
the electrical terminals are defined in terms 
of voltages v and currents 2, while the mechan- 
ical terminals are defined in terms of an ap- 
plied torque T and an angular speed w. 


13-4.5 Types of Rotary Electric Amplifiers 


Many different rotating machines operat- 
ing as electric generators can be considered 
as power-amplifying devices, in accordance 
with the above characterization of a rotary 
amplifier. For example, a synchronous gener- 
ator (alternator) may qualify as a rotary 


AMPLIFICATION 





SHAFT 


Fig. 13-77 A rotary electric amplifier. 


power amplifier in which d-c control is effected 
in the field and a-c modulated signals appear 
in the armature. However, in servo systems, 
it is customary to restrict the term rotary 
amplifier to those commutator-type machines 
that have d-c inputs and outputs. Therefore, 
this section will deal exclusively with d-c gen- 
erators especially suited to control applica- 
tions. The most widely used d-c rotary ampli- 
fiers are: 


(a) Single-stage generators 
(1) Conventional types 
a. Separately excited 
b. Self-excited or shunt-excited 
ec. Compound-excited 
(2) Special types 
a. Split-field 
b. Multified 
ec. Tuned-field 
(b) Multistage generators 
(1) Cross-field machines 
a. Amplidyne 
b. Metadyne 
(2) Superposed heterogeneous-pole 
systems 


13-4.6 Excitation. The various types or ro- 
tary amplifiers are the result of combining 
several basic types of excitation inside the 
machine, as illustrated in Fig. 13-78. For sim- 
plicity, only two-pole generators are shown. A 
field coil is represented by the symbol 


where the open-head arrow F indicates the 
direction of magnetomotive force that corre- 
sponds to a current flow in the direction of 
arrow 2. This symbol may be interpreted as a 
profile view of the winding. Single-stage ar- 
rangements employ excitation of the type 
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Fig. 13-78 Types of excitation in d-c rotary amplifiers. 
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shown in A, B, or C of Fig. 13-78. In these ar- 
rangements, one or more field windings on the 
stator create the necessary excitation in the 
direct axis to develop an output-speed voltage 
in the quadrature axis. In control applications, 
a separately excited control winding, denoted 
here by the letter c, is usually energized by a 
control-voltage signal. In addition to this con- 
trol winding, other windings provide various 
forms of series (current) or shunt (voltage) 
excitation. Each of these may oppose or aid 
the original control excitation, thereby pro- 
ducing negative (suppressive) or positive 
(cumulative) feedback. A three-field rotary 
amplifier may be equipped with a control 
winding c, a positive-feedback series winding’ 
se, and a negative-feedback shunt winding sh. 


13-4.7 Single-shunt-winding machine. A d-c 
generator with only a single shunt winding 
(Fig. 13-78C) relies on the nonlinear relation- 
ship between excitation and flux (or voltage 
output at a given speed) for its operation. The 
output voltage is controlled by adjusting the 
resistance in the shunt-field circuit. This type 
of control, which may be termed parameter- 
type control in contradistinction to the more 
common source-type control, is achieved by 
some on-off mechanism in the field circuit, 
such as vibrating-finger contacts, or by an ex- 
ternally actuated variable resistance, such as 
a carbon pile or rheostat. Parameter-type con- 
trol of a d-c generator is frequently used in 
regulating systems. 


13-4.8 Armature reaction. Currents in the 
armature of a d-c machine can also provide 
excitation. This so-called armature reaction 
as illustrated in Fig. 13-78D is in line with 
the brushes. In a single-stage amplifier, the 
brushes are normally located in the neutral 
zones, so that armature and field excitations 
are in space quadrature. If the machine is not 
saturated, armature reaction (the armature 
excitation due to load current) does not af- 
fect the total working field flux, although it 
distorts the field distribution and affects the 
commutation of the machine at various loads. 
When saturation is present, the armature- 
flux and field-flux systems interact, so that 
armature currents create a coupling effect 


with the main field. This deleterious effect is 
often referred to as the demagnetizing action 
of armature reaction. To combat the ill effects 
of armature reaction, a single-stage rotary 
amplifier is usually equipped with a series 
winding, called a compensating winding, 
which is excited by armature current. This 
produces a field opposing that of armature re- 
action, thereby nullifying the reaction (Fig. 
13-78E). To improve commutation, commu- 
tating windings are also used on commutating 
poles located above the neutral zones. 


13-4.9 Cross-field machine. In some specially 
designed d-c rotary amplifiers, armature reac- 
tion is actually put to use to provide the main 
working excitation. An armature-excited ma- 
chine is also called a cross-field machine be- 
cause two systems of flux in space quadrature 
are made to interact in the same machine. This 
cross-field arrangement is the result of adding 
extra pairs of brushes between those normally 
used in single-stage construction. To assist 
commutation, openings are provided in the 
main poles above the commutating zones, and 
commutating poles are sometimes fitted in 
these spaces. The cross-field machine thus ap- 
pears to have 2p polar projections, although 
its stator and rotor flux systems are still ar- 
ranged for p poles. The basic cross-field type 
of excitation is illustrated in Fig. 13-78G. Be- 
cause of its double utilization of the armature, 
a cross-field machine essentially combines 
two-stage amplification with various forms of 
internal feedback, thereby providing inherent 
characteristics that are specially suited for 
control purposes. These characteristics orig- 
inate from the various ways in which feed- 
back may be used (by interconnecting stator 
and armature windings in different configura- 
tions). 

13-4.10 Other multistage machines. In addi- 
tion to the two-stage cross-field amplifier, 
there are other types of multistage single-unit 
machines that involve the superposition of 
flux systems corresponding to different num- 
bers of poles. However, because of the result- 
ing complexity in design, these heterogeneous- 
pole multistage amplifiers are seldom used in 
servo applications, and are therefore not dis- 
cussed in this section. 
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13-4.11 CHARACTERISTICS OF ROTARY 
ELECTRIC AMPLIFIERS 


13-4.12 Steady-State and Transient 
Characteristics 


The steady-state and transient characteris- 
tics of the various types of rotary electric am- 
plifiers previously described may be obtained 
in two steps. In the first step, consideration 1s 
given to the general case of a multifield single- 
stage generator with independent field excita- 
tion; the second step considers the particular 
configuration of an amplifier with specific in- 
terconnections of the windings to provide de- 
sired feedback actions. In the derivation of 
the characteristics of rotary electric ampli- 
fiers, the following assumptions are usually 
introduced : 


(a) The brushes are assumed to be located 
in the neutral zones. 


(b) Any shift in brush position can be con- 
sidered to produce an effect equivalent to that 
of a series field winding. 


(c) The effects of the short-circuited arma- 
ture coils undergoing commutation are 
neglected. 


(d) The effects of saturation, hysteresis, 
and eddy currents are ignored. 


(e) The generator is assumed to be driven 
at a constant speed 7,. 


13-4.13 Deriving input-output characteris- 
tics. Each field circuit, assuming a total of q¢ 
fields, is governed by a differential equation 
of the form 


di; 


qd 
Vi. = Ritk + > Mi; dt (k = 1,2,3,...,q) 
j=1 


(13-63) 


where M,,; represents the mutual inductance 
between windings k and 7, and M,,, (also de- 
noted L,,) is the self-inductance of winding k. 
The q equations may be solved for the field cur- 
rents 2,. The generated speed voltage resulting 
from the combined action of all g windings, 
with due regard to excitation polarities, is 
then obtained from 


Wess Se iG (13-64) 
k=-1 


where K, is the linear speed coefficient (or 
sensitivity) associated with winding k, in 
volts per ampere at base speed n,. The ter- 
minal or output voltage differs from this gen- 
erated voltage V, by the amount of armature- 
impedance drop due to load current 1,. That is, 


di, 
dt 





Ves = | Rete Et ya (13-65) 
where &, and L, represent the armature re- 
sistance and inductance, respectively. In addi- 
tion to Eqs. (13-63), (13-64), and (13-65), an 
equation describing the load is needed to com- 
pletely specify the problem of determining 
the input-output characteristics of the ampli- 
fier. 


13-4.14 Simplifying characteristics deriva- 
tion. The derivation of amplifier characteris- 
tics is greatly simplified if two further as- 
sumptions are made. The first assumption is 
to neglect the armature-impedance drop com- 
pared with the generated voltage [the second 
term in Eq. (13-65) ] or to consider this im- 
pedance as lumped with the load supplied by 
the generator. The second assumption is to 
regard all q field windings as being perfectly 
coupled because they are placed on the same 
poles and link the same total field flux. A fixed 
portion of this field flux links the armature 
and is accounted for by a constant coefficient 
of dispersion &,, defined as the ratio of field 
flux to air-gap flux. Both assumptions are 
reasonably warranted in rotary electric am- 
plifiers used in control applications. With 
these assumptions, the machine equations can 
be written as 


; d 
Vi = Rudy + pE, Ny - (k = 1,2,3,...,9) 
(13-66) 


for the q field circuits and, for the armature, 


Vi=V.= = Zo (13-67) 
where 

p = number of poles 

a = number of parallel paths in armature 


z = total number of armature conductors 
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N,= number of turns per pole of winding k 


N,. = rated speed 
@ = air-gap flux per pole 


The air-gap flux ¢ per hole in the linear region 
of operation is related to the resultant ampere 
turns by the expression 


q ; 
¢ = rt; > Nitx 
k=1 
in which ?, denotes the permeance of a single 


air gap. Equation (13-67) may be rewritten 
as 


(13-68 ) 


V,.—Ve= 


& |S 


Z2No fn ba Nit =— = Kitk 
(13-69) 


Thus, the sensitivity of a field winding is, in 
terms of dimensions, 


Ki= = an, P, N, (13-70) 


The unsaturated inductance L, of field wind- 
ing ; is given by 


Ly = pt, P, Ne (18-71) 


After solving Eq. (13-66) for the field cur- 
rents, using the Laplace operational method, 
and substituting these values into Eq. 
(13-69), the over-all input-output function 
may be written as 


q @ 
= (K;,/R,) Vi > arVi 
_. k=1 = k=1 


0° 


— q — Qe 
l+s DL/R, 14+8 2 tu 
k=1 k=1 


(13-72) 
where 


a, = K,/R, = voltage gain at zero fre- 
quency or d-c condition 


t = L,/R; = time constant 
V, = signal voltage of the kth field circuit 


Equation (13-72) shows that the multifield 
d-c rotary amplifier behaves dynamically as 
a single time-lag system in which the equiva- 
lent time constant equals the sum of the in- 
dividual time constants for all field windings. 


13-4.15 Effects of saturation and variable 
speed. When the effects of saturation or 
variable-speed operation must be included in 
the analysis, a transfer function such as Eq. 
(13-72) cannot be derived. However, the ma- 
chine dynamics can be expressed in the form 
of a block diagram such as Fig. 13-79. The 
saturation effects are accounted for by load 
saturation curves, which are nonlinear rela- 
tionships of the form 


Vo = S(SKit 5 0) (13-73) 





Fig. 13-79 Block diagram representation of multifield d-c rotary amplifier. 


13-78 











AMPLIFIERS USED IN CONTROLLERS 


where S denotes a saturation function that 
has a unity initial slope corresponding to the 
linear portion of the magnetization character- 
istic of the machine. (S- represents the in- 
verse saturation function.) 


13-4.16 Results of saturation. As a result of 
saturation, the armature reaction caused by 
load current i, creates a demagnetizing action 
on the main field so that the field and arma- 
ture fluxes are effectively coupled together, 
even though they act in space quadrature. In 
many servo-application designs of single- 
stage rotary amplifiers in which compen- 
sating windings are used, the effect of arma- 
ture reaction is very small. A single no-load 
saturation function can then be used to rep- 
resent saturation non-linearity in the ampli- 
fier. 


13-4.17 Results of speed variations. Speed 
variations depend upon the dynamics of the 
rotary-amplifier drive and introduce a prod- 
uct-type nonlinearity, as indicated by the 
multiplier in the block diagram of Fig. 13-79. 
If the speed is constant, this multiplier is sim- 
ply replaced by a gain factor that represents 
a per-unit speed. 


13-4.18 Linear operation. If the amplifier is 
linearized around an operating point, the re- 
lationships between incremental changes can 
be obtained from the block diagram of Fig. 
13-79 by replacing the feedback nonlinear 
block S-! with an incremental gain factor 
equal to the slope of the inverse saturation 
function at the operating point. Saturation 
then produces an equal diminution of gain and 
time constant which is a function of the oper- 
ating point. If operation is confined to the 
linear portion of the magnetization curve, the 
feedback becomes unity. 


13-4.19 Derivation of dynamic characteris- 
tics. The dynamics of most types of generally 
used rotary electric amplifiers can be derived 
from the general representation of the mul- 
tifield d-c generator by suitable inter-connec- 
tions and feedback combinations. Table 13-6 
summarizes the characteristics obtainable 
from some basic configurations of rotary elec- 
tric amplifiers. The second column in the table 


shows block-diagram representations particu- 
larly suited to analog computer studies be- 
cause integrators are used. These representa- 
tions include the effects of saturation non- 
linearity but, for simplicity, assume constant 
base speed operation of the amplifier. The 
third column in the table presents the transfer 
functions for machines operating in the linear 
region and at constant speed ; the correspond- 
ing root loci are shown in the last column of 
the table. The distinguishing features of the 
various configurations in the table are briefly 
discussed below: 

(a) Configuration A. The separately-ex- 
cited generator is one of the most common 
types of rotary electric amplifiers. Dynamical- 
ly, itis characterized by a gain a, = K,/R, and 
a time constant t, = L,/R,. 

(b) Configuration B. Essentially, this ar- 
rangement provides external positive-voltage 
feedback with a resulting increase in both 
gain and time constant. 


(c) Configuration C. This amplifier oper- 
ates in its nonlinear saturating region in re- 
sponse to an input-signal change, which is the 
field-circuit resistance. The system then in- 
volves a parameter-type control for which 
only a block-diagram representation is given 
in Table 13-6. 


(d) Configuration D. This configuration is 
similar to B, but the feedback is provided in- 
side the machine instead of externally. The 
gain a,, due to the control winding acting 
alone, is increased by the positive-feedback 
gain a,, of the shunt winding. However, the 
equivalent amplifier time constant 1, + t,, is 
also increased. 


(e) Configuration E. When the shunt feed- 
back is adjusted to unity (a process often 
known as tuning), the amplifier behaves as a 
perfect integrator, implying an_ infinite 
steady-state gain. This is theoretically true; 
however, in practice, the gain (which may be 
quite large) is very sensitive to the tuning 
condition A,, = R,, as it is affected by slight 
changes in speed, temperature, and nonlinear- 
ities in the magnetization characteristics. 


(f) Configuration F. To increase the gain 
of this amplifier, series positive feedback is 
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used. The system dynamics are then depend- 
ent upon the type of load supplied by the am- 
plifier. 


(gz) Configuration G. A particular form of 
amplifier is achieved by using a tuned series- 
field generator to excite the field winding of 
another main generator. The tuned condition 
is realized when the total armature-circuit re- 
sistance R, (which includes the resistance of 
the main generator field) equals the sensitivity 
K,. associated with the series winding. A 
tuned series-field machine operating linearly 
with an inductive load provides a form of in- 
tegration as expressed in the transfer func- 
tion given in Table 13-6. A series-tuned rotary 
electric amplifier is normally not suited for 
use with a capacitive-type load, such as a mo- 
tor in a Ward-Leonard control system (see 
Par. 14-2). 


All seven of the above configurations refer 
to single-stage d-c generators in which posi- 
tive feedback is used in various ways to 
increase the gain. Other arrangements can 
be devised by using different combinations 
of series and shunt feedback, which act 
positively as well as negatively. The effects 
of these feedback combinations may readily 
be studied by examining the corresponding 
block diagram derived from the general 
case given in Fig. 13-79. The last two con- 
figurations in Table 13-6 depict rotary 
electric amplifiers in which two stages of 
amplification are combined in a single 
machine. Essentially, these cross-field gener- 
ators use armature reaction as a source of 
excitation by providing an extra set of 
brushes in the direct axis (across which a 
load is connected) and by short-circuiting 
the quadrature brushes. The direct-axis ex- 
citation is the result of a control-field excita- 
tion and an opposing direct-axis armature 
reaction due to load current, thereby creating 
a generated voltage in the quadrature axis. 
The resulting current in the short-circuited 
axis, in turn, creates the generated output 
voltage in the direct axis. Therefore, a cross- 
field armature-excited machine can be con- 
sidered as two machines in cascade, with 
inherent negative output current feedback. 


(h) Configuration H. The characteristics 
of a cross-field machine are basically those 
of a constant-current source because of the 
output current feedback. Dynamically, the 
feedback improves the response speed of the 
amplifier, but at the expense of a decrease 
in over-all amplification. Therefore, when 
such a machine is used as an amplifier, it is 
usually equipped with a compensating wind- 
ing in the direct axis to partially overcome 
the output armature reaction. With 60 to 
90 percent compensation, the characteristics 
of the machine are essentially those of a 
constant-current source with inherent large 
power amplification. 


(i) Configuration I. If output compensa- 
tion is perfect (100 percent), the character- 
istics of the amplifier approach those of a 
constant-voltage source. With the output 
feedback thus cancelled, the amplification 
becomes very large. 


The dynamic characteristics of the two basic 
forms of cross-field amplifiers (configura- 
tions H and I) are expressed in the form 
of block diagrams and transfer functions in 
Table 13-6. As far as saturation in these 
machines is concerned, the given representa- 
tions are based on the assumption that the 
cross-flux systems do not interfere with each 
other. This assumption is warranted in most 
control applications in which the machine 
amplifiers do not normally operate under 
pronounced saturating conditions. Many 
other configurations, in addition to those 
depicted in Table 13-6, can be achieved by 
adding other stator windings (shunt and 
series) that provide various forms of posi- 
tive or negative feedback along the two axes 


of the cross-field machine. The action of these 


windings may be studied in the manner used 
for single-stage machines. 


13-4.20 PARAMETERS OF D-C ROTARY 
AMPLIFIERS 


13-4.21 Fundamental Requirements 


A fundamental requirement for a rotary 
electric amplifier is that the inductive ‘or 
stored energies must be kept small in relation 
to the transmitted power. Therefore, it is- 
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CONFIGURATION OF ROTARY ELECTRIC 


AMPLIFIER 





AMPLIFIER WITH SHUNT POSITIVE FEEDBACK 


SAME CONFIGURATION AS D WITH TUNED 
SHUNT FIELD 





AMPLIFIER WITH SERIES POSITIVE FEEDBACK 


SAME CONFIGURATION AS F WITH TUNED SERIES 
FIELD AND INDUCTIVE-TYPE LOAD 


L8-El 


COMPENSATOR i, 


CROSS-FIELD ROTARY AMPLIFIER 


SAME CONFIGURATION AS H WITH 100% 
COMPENSATION 





ANALOG COMPUTER BLOCK DIAGRAM 


TABLE 13—6 DYNAMIC CHARACTERISTICS OF SOME BASIC 
CONFIGURATIONS OF ROTARY ELECTRIC AMPLIFIERS 
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important to be able to evaluate the various 
inductances, gains, and time constants that 
govern the dynamic characteristics in terms 
of the design and dimensions of the machine. 
Furthermore, it is important to be able to 
relate these parameters to the power-transfer 
capabilities of the amplifier. 


13-4.22 Stored energy. When a separately 
excited d-c generator is operated in its 
unsaturated region, the function of the field 
system is to produce the necessary excitation 
magnetomotive force (mmf) for a specified 
flux ¢ in the air gap of the machine. The 
establishment of such a flux is paralleled by 
storage of energy in the field, resulting in 
the time lags exhibited by the machine. This 
stored energy in the air gap can be written 
in the following equivalent forms: 


1 1 ¢? 

W) = Llp =— NI —_— — p — 
(= eet p (NyI;) ¢ 2° >. 
(13-74) 


For rated conditions, the power dissipated 
in the field winding (omitting external re- 
sistance) is 


P,—R,I/? (13-75) 
Therefore, 
P, x vy = 2W, (13-76) 


This relationship, which states that the 
product of field-power loss and time constant 
is twice the stored magnetic energy, is of 
fundamental significance in the selection of 
d-c generators as power amplifiers in control 
systems. The relationship shows the import- 
ance of keeping the energy storage small. 
This is accomplished by an increase in 
permeance or by a decrease in flux. A de- 
crease in flux means a reduction in power 
output. With a required flux, permeance may 
be maximized within the limitations of the 
design, but the time constant and power loss 
are then in inverse proportion. 


13-4.23 Resistance of field winding. The re- 
sistance of the field winding may be 
expressed as 

= D pln 


Nip gi (18-77) 
ay A 


where 
a, — cross-sectional area of the wire 
A, = area occupied by the field winding 
Ll, = mean length of a field-winding turn 
p = resistivity per unit length 


A given copper cross-sectional area A, is 
assumed for each pole of the field winding, 
subject to a constant winding-space factor 
so that A, = N,a,. 


13-4.24 Dissipated power. Since, from Eq. 
(13-71), the unsaturated field inductance is 


L,—=p&,P, N/ 


the field time constant is 


ey 

R, ple A, Pg 
This relationship shows that the time con- 
stant of the field is proportional to the avail- 
able winding space and to the permeance of 
the air gap, but is independent of the num- 
ber of turns in the field winding. Similarly, 
the power dissipated in the field may be 
written as 


(13-78) 


2 
P,= RI? =—t a ND) D plm ee 
f 


(13-79) 


which shows that the dissipated power is 
directly proportional to the square of the 
field ampere turns and inversely proportional 
to the winding area. 


13-4.25 Basic information for field-system 
design. When designing the field system of 
a d-c rotary amplifier, the following informa- 
tion is generally required: 

(a) The ampere turns developed by each 
coil per pole 

(b) The mean length l,, of a field-winding 
turn 
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(c) The permissible loss P, in the total 
winding 
Item (c) defines the power level of the input. 
If the voltage level at the field input is fur- 
ther restricted to a fixed value V,, then the 
cross-sectional area of the conductor is fixed 
and is given by 


(N,i;) 
Dp plan "Vv, 


The selection of the number of turns is then 
determined by the permissible field loss. 
From Eq. (13-70), the linear speed coefficient 
K, associated with the field winding is 


a, = (13-80) 


K, = Po zn, P, N, 
or : 

K, = 2p? Nan, P, N; (13-81) 
in terms of the equivalent number of arma- 
ture turns per pole, N, =5 = Equations 


a 
(13-77) and (13-81) show that the voltage 
gain a;—K,/R, for field winding f is a 
function of the ratio of armature turns to 
field turns and is a variable parameter that 
depends upon the choice of wire sizes. Table 
13-7 gives the relationships required to 
approximately evaluate the inductances and 
sensitivities associated with the various 
windings of single-stage and _ cross-field 
rotary electric amplifiers. 


13-4.26 Power amplification. Whereas voltage 
gain may assume widely differing values for 
the same size machine, power amplification 
is a direct function of the design (i.e., the 
extent to which the electrical, magnetic, and 
mechanical properties have been stressed) 
and also of the time constant. An expression 
for power amplification may be written as 


-[-()sb< 


(13-82) 


P, armature power 
P,  _ field power 


where 


I,2 





) Q = electric loading — 


B, = magnetic loading = maximum air-gap 
flux density 


v = peripheral armature speed 
g = lengthof air gap 

D = diameter of armature 

uy = permeability of air 


This relationship shows that power ampli- 
fication can only be achieved as dictated by 
a certain time constant. This is dependent 
upon the quantity in the brackets, which is 
the Figure of Merit of the machine. The 
Figure of Merit, defined as the ratio of 
amplification to time constant, is an expres- 
sion of the dynamic qualities of the amplifier. 
This is because it provides a measure of the 
extent to which the inductive or stored 
energies have been diminished in relation 
to the transmitted power. A large Figure 
of Merit may be achieved by designing the 
following characteristics into the machine: 


(a) Large rotational speed 
(b) Large diameter and small air gap 


(c) Large electric loading, but small 
magnetic loading 


13-4.27 PROBLEMS ENCOUNTERED IN THE 
USE OF ROTARY ELECTRIC 
AMPLIFIERS IN SERVO 
APPLICATIONS 


13-4.28 Design Factors 


Several design factors, not previously dis- 
cussed in detail, are described herein. These 
factors may affect the performance of a 
rotary electric amplifier used in a control 
application by causing an appreciable dis- 
crepancy between calculated and measured 
characteristics. In some cases, these factors 
may influence the choice of a particular type 
of amplifier for the application. 


(a) Hysteresis. In rotary amplifiers with 
short air gaps, hysteresis is likely to be quite 
noticeable, especially if there are two stages 
of amplification. To minimize this effect, 
cross-field machines often include “killer” 
windings, in which alternating currents are 
injected. 
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TABLE 13-7 INDUCTANCES AND SENSITIVITIES ASSOCIATED WITH 
THE WINDINGS OF ROTARY ELECTRIC AMPLIFIERS 


Single-Stage Generator Cross-Field Generator 


(Stator has 2p polar projections) 
L,=pt,N/P ?P, L,;=pt,N/? P, 
M,.=p&,N, N2?P, Mi. =p &, NiN2 Py 
K, = 2p? N,N, P, K, = 2p? N,N, Py No 


(Armature has a full pitch lap winding) 


1 1 2 
Lo = — Dp & («N,)2 P L.=—pD&. —) N,2P 
see ( )? P, 7 ps (1+ =) 9 


K, = p? N,? Py No 





where 


P,= permeance of a single air gap for 
one pole or two polar projections 





area of pole face (including fringe) 


rales effective air-gap length 


, in webers/ampere turn 


bo = 4x X 1’ 


a = number of parallel paths in 
armature 


= p (for a lap winding) 


= 2 (for a wave winding) 


E, = coefficient to account for leakage 
fluxes in slots, end windings, and 
interpoles = 1.2 


E, — field leakage coefficient = 1.1 to 1.25 (13-126) 


« =ratio of pole arc to pole pitch 
= (0.67 
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(b) Eddy currents. Eddy currents in the 
iron may be reduced by using laminated 
magnetic circuits. However, eddy currents 
may also appear in other places. For example, 
the short-circuited armature coils under the 
brushes (undergoing commutation) consti- 
tute a damping circuit with respect to the 
main pole flux. In the previous analysis, the 
effect of eddy currents may be conveniently 
included if they are represented by an 
equivalent short-circuited field winding that 
has appropriate resistance and inductance 
values. 


(c) Commutation. Even though a d-c 
machine may commutate properly through 
the use of commutating and compensating 
windings, the mere existence of the com- 
mutator may create noise and interference 
problems. Commutator action is essentially 
substitution or switching of circuits under 
the brushes, producing discontinuities that 
are responsible for the appearance of high- 
frequency noise in the output signal. The 
lowest frequency of this noise, in cps, is the 
product of the number of commutator bars 
and the speed of the armature, or 


f ippie = ON, (13-83) 


where 0 is the number of commutator bars 
and n, is the speed in revolutions per second. 
This high-frequency ripple can be filtered 
out of the signal, but the filter may affect 
the dynamic response of the amplifier. High 
rotational speed is desirable from a noise 
standpoint. (Operation at high altitudes or 
at high temperatures imposes severe prob- 
lems in commutation. Such environmental 
conditions may require the use of specially 
treated brushes, as well as special construc- 
tion of the machine itself. The brush contact 
voltage contributes to the effective resistance 
of the armature circuits and this contribu- 
tion, though often small, is highly nonlinear.) 


13-4.29 SELECTION OF ROTARY ELECTRIC 
AMPLIFIERS FOR CONTROL 
PURPOSES 


13-4.30 Controlling Factors 
The selection of a rotary electric amplifier 


is governed by three main considerations: 


(a) Output or load requirements. These 
requirements include the type of load (e.g., 
the armature of a motor, or the field of 
another rotating machine), the power level, 
and the specifications imposed by over-all 
system behavior. 


(b) Input or control requirements. These 
requirements include the function to be per- 
formed by the rotary amplifier and, to a 
major degree, govern the design and choice 
of control-field excitation. In many applica- 
tions, a d-c machine serves as an amplifying 
element as well as a regulator in the control 
system and, for this reason, often includes 
stabilizing and limiting features. The type 
of control source (or preamplifier) employed 
in the system imposes an impedance-match- 
ing problem with respect to the input control 
field of the amplifier because, in many sys- 
tems, the preamplifier may be either an 
electronic or magnetic amplifier operating 
at a different impedance or voltage level. In 
push-pull type amplifiers, it is convenient to 
use a split-field d-c generator as a power 
amplifier. When the rotary amplifier also 
functions as a regulator, the error-measuring 
means may be achieved by a differential 
arrangement of dual-field windings. In many 
practical circuits, stabilization is included in 
the rotary electric amplifier because of the 
inherent large amplification. Stabilization 
may be in the form of a negative output 
voltage feedback, so proportioned as_ to 
reduce the time lag of the amplifier to secure 
stability without decreasing the amplification 
by a large amount. In other instances, feed- 
back through frequency-sensitive elements 
such as transformers and capacitor-resistor 
arrangements is used to provide the required 
stabilizing action. 


(c) Drive. The availability of a suitable 
drive is an important factor in the selection 
of a rotary electric amplifier. Where a 
separate drive motor is not available, an 
amplifier with an integral drive motor is 
often indicated as the logical choice. The 
speed regulation of any drive motor must 
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be held very close under steady-state and 
transient conditions for proper amplifier 
operation. Especially in the case of a tuned- 
field amplifier, the drive-motor speed must 
be constant; otherwise, the amplifier gain and 
stability will be noticeably affected. Figure 
138-80 shows some practical control-circuit 
arrangements commonly encountered in the 
use of rotary electric amplifiers for control 
systems. 


13-4.31 TYPICAL CHARACTERISTICS AND 
DESIGN DATA OF SOME ROTARY 
ELECTRIC AMPLIFIERS 


13-4.32 Information Available from 
Manufacturers 

In addition to the rating and nameplate 
data, the following is typical of the informa- 
tion available from manufacturers of rotary 
electric amplifiers especially designed for 
control applications: 

(a) Machine field data. This usually gives 
a complete description of all control wind- 
ings, including terminal markings, resist- 
ance, turns per pole, percent of total winding 


FIELD 


CONTROL t 


SYSTEM OUTPUT y 2 
FEEDBACK . 


Vout 





! 
1 STABILIZING 
| CIRCUITS 


Fig. 13-80 Types of control circuits used in 
rotary electric amplifiers. 


area for each winding, and maximum allow- 
able current. 


(b) Magnetic characteristics. Typical sat- 
uration curves for a rotary electric amplifier 
are shown in Fig. 13-81. The control ampere 
turns vary in accordance with the type and 
size of the amplifier. In a_ single-stage 
machine with no positive feedback, the base 
ampere-turn figure corresponding to one per 
unit may be in the order of 1000 ampere 
turns per pole; in a two-stage, 100-percent 
compensated cross-field amplifier, the figure 
may be only 30 ampere turns. In addition, 
the shape of a characteristic varies from one 
design to the next. In one case, the character- 
istic may exhibit a large residual voltage or 
indicate a pronounced armature reaction at 
high saturation levels. In another case, the 
characteristic may have a sharp bend in its 
nonlinear portion, as is common for a two- 
stage machine. 


FULL RATED 
AMPERE LOAD 


OUTPUT VOLTAGE, PER UNIT 





0) 0.5 1.0 1.5 2.0 25 3.0 
CONTROL FIELD AMPERE TURNS, PER UNIT 


Fig. 13-81 Typical saturation curves for a 


rotary electric amplifier. 
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From the above data, it is possible to cal- 
culate the sensitivity associated with the 
different windings, thereby enabling the 
designer to choose the amplifier configuration 
that promises to produce the desired steady- 
state characteristics. 


13-4.33 Dynamic Performance 


Usually, little information is available 
concerning the inductances and time con- 
stants of the various windings. In this 
respect, Table 13-7 may prove helpful in 


estimating these constants from a knowledge 
of machine dimensions. Table 13-8 is sug- 
gested as a preliminary guide to probable 
values of parameters that may be encoun- 
tered in rotary electric amplifiers. These 
values may vary widely, even for the same 
design, depending upon the type of added 
feedback or the type of preamplifier. How- 
ever, these values indicate the range likely 
to be met. 


TABLE 13-8 SOME TYPICAL VALUES OF PARAMETERS FOR 
ROTARY ELECTRIC AMPLIFIERS 





single-stage 
Tuned-field 
Cross-field 


(100 percent compensation) 











50 to 100 
70 to 120 


7,000 to 10,000 






Time Constant (seconds) 






0.1 to 0.5 
0.3 to 0.8 
field 

0.01 to 0.08 0.05 to 0.2 


















quadrature 








13-5 RELAY AMPLIFIERS* 


13-5.1 DEFINITION 


A relay amplifier is essentially a compact, 
fast-acting switching device used to control 
the operation of an electric motor. Such an 
amplifier comprises one or more relays, de- 
pending upon the type of control to be ef- 
fected and the magnitude of the power to be 
switched, together with associated sensing 
devices and controls. The input to a relay 
amplifier is a low-level control signal; the 
output is a control order to the motor at the 
power level of the motor input. In a servo 
system, relay amplifiers are used for posi- 
tional and speed control of servomotors. (A 
detailed discussion of the theory of relay 


*By P. E. Smith, Jr. 


servomechanisms and other nonlinear devices 
is given in Ch. 10.) 


13-5.2 ADVANTAGES AND DISADVANTAGES 


Relay amplifiers may be used where space 
is at a premium and weight must be carefully 
controlled. However, electric power must be 
available for operation. One advantage pro- 
vided by relay amplifiers in a servo system is 
that full power is instantly available to start 
a motor load against its starting or break- 
away friction. When the input signal fluctu- 
ates over a narrow range, the relay amplifier 
can be designed to ignore these small fluctua- 
tions, thus avoiding needless output motion 
of the controlled motor. Low standby power 
is possible with the use of relay amplifiers 
because it is unnecessary to energize a motor 
winding when the motor is not running. For 
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a given motor and a given available power, 
the motor responds most rapidly to any 
change in the relay-amplifier input signal 
that calls for maximum motor speed. For a 
given motor, given input signal, and given 
available power, the relay amplifier is the 
smallest amplifier that produces the desired 
results, with the possible exception of a device 
using switching transistors. The relay ampli- 
fier, however, is more flexible than switching 
transistors in that a multiplicity of relay con- 
tacts can be used. Major disadvantages of the 
relay amplifier are life limitations and oper- 
ating-time lag. 


13-5.3 RELAY CHARACTERISTICS 


13-5.4 Description of Operation 


A relay is an electromechanical device cap- 
able of operating one or more switches. The 
relay can be arranged so that the application 
of relay-coil current causes an open single- 
throw switch to close or a closed single-throw 
switch to open. The same type of relay can be 
used to operate a double-throw switch from 
one position to the other upon application of 
coil current. A slightly different kind of relay 
(polarized) operates a double-throw switch 
but requires one polarity of current to close 
the switch in one direction, the opposite 


polarity closing the switch in the other direc- 
tion. Zero current corresponds to the switch 
being open. The static and dynamic charac- 
teristics of relays are discussed in Pars. 
13-5.20 and 13-5.24, respectively. 


13-5.5 Usage of Relays 


Relays and the closely related contactors 
are used in a very wide range of applications, 
including motor and other electrical-equip- 
ment power controllers, digital computers, 
process controllers, and servomechanisms. 
The remainder of this section applies to the 
latter two fields. 


13-5.6 SINGLE-SIDED RELAY AMPLIFIERS 
FOR SPEED CONTROL 


13-5.7 Typical Amplifiers 


Systems in which the controlled variable 
never becomes negative are frequently used 
to control temperature, pressure, liquid level, 
flow, and nonreversible motors. In such sys- 
tems, single-sided control or two-position on- 
off control may be used. A single-stage relay 
circuit for a speed-control system is shown 
in Fig. 13-82. Larger motors that draw a 
starting current of more than five amperes 
may require a second amplifier stage with 
a slave relay (Fig. 13-83). 


A.C SUPPLY 


REFERENCE 
INPUT 


ARC SUPPRESSION 
CIRQUIT 









SPLIT-PHASE 
MOTOR 





D-C TACHOMETER 
GENERATOR 


Fig. 13-82 Speed control using single-sided single-stage relay amplifier. 
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13-5.8 Operation. When the system of Fig. 
13-82 is at rest, the battery switch is open. 
Operation is initiated by closing the switch, 
thereby energizing the relay which, in turn, 
connects the a-c supply to the split-phase 
motor. As the motor speed increases, so does 
the d-c tachometer-generator output, the 
polarity of which is opposite to that of the 
reference input. The resulting voltage across 
the relay coil is the difference between the 
reference input voltage and the tachometer- 
generator output voltage. As the tachometer- 
generator output approaches the magnitude 
of the reference input, the difference voltage 
becomes increasingly smaller, reaching zero 
when the opposing voltages are approxi- 
mately equal. However, before the zero- 
voltage point is reached, the current through 
the relay coil decreases (in direct relation- 
ship to the decreasing difference voltage) 
until it is insufficient to keep the relay 
energized, and the supply to the motor is dis- 


SINGLE. 
PHASE A.C 


SLAVE 
RELAY 









REFERENCE 
INPUT 


connected. This relay opening point is 
adjusted by means of the reference-input 
potentiometer, which thus becomes a speed 
control for the motor. The de-energized 
motor will slow down under the influence 
of inertia or the load. When it has slowed 
down enough so that sufficient current is 
again flowing through the relay coil, the 
relay will be re-energized and the supply 
will again be connected. The motor’s speed 
will therefore rise once more to the relay 
opening point. With a sensitive relay and 
tachometer-generator, the time lag between 
relay opening and closing is quite small, 
and, as a result, the motor speed remains 
nearly constant. To increase the sensitivity 
of the control, thereby maintaining a more 
constant motor speed, a preamplifier may be 
required between the error-sensing device 
and the relay. Either an electron-tube or 
transistor amplifier is recommended for this 
purpose, in preference to a magnetic ampli- 
fier (see Par. 13-5.33). 


3-PHASE A.C 
B Cc 
3-PHASE 
oroe __—Hy GEARS 
LOAD 


D-C TACHOMETER 
GENERATOR 


Fig. 13-83 Speed control using single-sided ccscade relay amplifier. 
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13-5.9 REVERSIBLE MOTOR-SHAFT 
ROTATION 


13-5.10 Servomechanism Applications 


In almost all servomechanisms, reversibil- 
ity of motor-shaft rotation is required to 
satisfy the requirements of the system for 
positional control. This feature is provided by 
the relay amplifiers described below. 


13-5.11 Relay-Amplifier Operation for 
Positional Control 


Relay amplifiers for positional control are 
usually phase-sensitive devices, comprising 
one or more stages, that respond to d-c con- 
trol (error) signals of either polarity. The 
direction of shaft rotation of the controlled 
motor, being directly dependent upon this 
polarity, is therefore completely reversible. 


13-5.12 Basic operation. Ordinarily, three- 
position control is used in relay servomecha- 
nisms. When the error is less than the magni- 
tude of the dead space |8|*, the relay remains 


*Refer to Par. 13-5.20 for definitions of 5 and Ay. 


RELAY NO. 1 





GEARS 


OUTPUT it 
6, 





inoperative. When the error is greater than 
the dead space, the relay operates, thereby 
applying power to the controlled motor and 
causing the motor shaft to rotate in the direc- 
tion that decreases the error. When the error 
becomes less than |5 — A,|, the relay drops 
out and the motor, in turn, is de-energized. If 
the motor shaft has sufficient momentum to 
coast in the same direction until the error is 
of the opposite sense and greater than |8j, 
the relay will be re-energized and will reverse 
the direction of motor-shaft rotation. 


13-5.13 Phase-Sensitive Relay Amplifiers 


13-5.14 Typical types. A phase-sensitive relay 
amplifier can be any one of several different 
types: single-stage with externally polarized 
(series-rectifier) relays; single-stage with 
polarized relay; two-stage with externally 
polarized master relays; or two-stage with 
polarized master relays. The operation of the 
first type, which is illustrated in Fig. 13-84, 
is described below. 

13-5.15 Operation of single-stage phase- 


sensitive relay amplifier. Figure 13-84 shows 
a position-control circuit illustrating the use 
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CURRENT- @ 
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Fig. 13-84 Position control illustrating use of double-sided single-stage 
phase-sensitive relay amplifier. 
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of a single-stage, phase-sensitive relay ampli- 
fier. In its steady-state, the motor shaft is 
held motionless by dynamic breaking action 
(de on the motor windings). When an error 
signal greater than |5| is applied, current 
flows through the coil of relay No. 1 or No. 
2, depending upon the polarity of the error. 
The contacts of the energized relay close, 
disconnecting one side of the d-c supply and 
applying ac to the split-phase motor. This 
causes the shaft of the motor to turn in the 
direction that decreases the error. When the 
error becomes less than |8 — A,|, the relay is 
de-energized, disconnecting the motor from 
the a-c supply and reconnecting it to the d-c 
supply. Application of de to the motor wind- 
ings causes dynamic braking by eddy-current 
action, and the motor shaft will come to a 
stop without overshoot and reversal, or per- 
haps with only one reversal. The magnitude 
of the dc is held to a level that is just adequate 
for the desired braking action. A separate 
eddy-current brake may be used in place of 
the motor windings. Alternatively, if it is 
possible to obtain a specified Figure of Merit 
without the braking circuit and without an 














OUTPUT 


excessive number of reversals, the braking 
circuit may be omitted. Capacitor C2 charges 
when the motor is running and discharges 
during the braking period. An electrolytic- 
type capacitor may be used for this purpose 
because the d-c polarity is never reversed. To 
achieve higher Figure of Merit values, ‘“‘an- 
ticipation” may be required to offset the effect 
of relay-closure time. One system using an- 
ticipation is shown in Fig. 13-85. In this cir- 
cuit, the tachometer-generator signal sub- 
tracts from the error so that a reduced error 
is indicated at a time prior to that at which 
the value |8 — A,| is reached. 


13-5.16 Choice of circuit components. The 
procedure for selecting components for the 
circuits in Figs. 13-84 and 13-85 is as follows: 


(a) The motor should be chosen from a 
knowledge of the required stall torque and 
transient response. The motor should be no 
larger than required and should have mini- 
mum inertia for the indicated size. 


(b) From the motor specifications, the 
relay manufacturer can indicate the size of 





RELAY 
AMP LIFIER, 
RECTIFIER, 

POWER SUPPLY, 

D 


AN 
MOTOR AS IN 
FIG. 13-84 


L] 
Ne MOTOR SHAFT 
‘ 


D.C TACHOMETER 


GENERATOR a 
i GEARS 





wag ---- 


Fig. 13-85 Position control with single-stage relay amplifier showing rate 
compensation or anticipation. 
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relay contacts required for a given life ex- 
pectancy (number of contact operations be- 
fore failure). The type of relay coil is deter- 
mined by the contacts used. If a choice is 
offered, select the fastest-operating most sen- 
sitive relay that is compatible with cost, rug- 
gedness, and availability. The effect of relay 
operating time is discussed in Par. 13-5.25. 


(c) The voltage V, the resistance R,, and 
the coil resistance R, are chosen next. The 
choice of the relay fixes the relay-coil power 
P,. At this point, the voltage V can be set 
arbitrarily at a convenient value; e.g., 24, 75, 
90, or 105 volts. Potentiometers R1 and R2 
provide two voltage sources of magnitudes 
V0:/O0mar aNd V6,/Omaz, respectively, where 
Omaz 18 the total angle (measured in the same 
units as 6, and 6,) through which the poten- 
tiometer slider turns as the voltage varies 
from zero to V volts. The maximum internal 
resistance of each voltage source occurs at 
the potentiometer mid-point, and is R,/4 for 
source No. 1 and R,/4 for source No. 2. As- 
suming that R,=R, and combining the 
sources produces a source voltage (V/6maz) 
(6; — 6.) in series with resistance R,/2. The 

On 
R, = R i/ 2, 
where 6g = 6, — 0,. The value of error voltage 
at which the coil is to be energized is chosen 
from the specified servo accuracy so that 
62/O@maz iS fixed and denoted as 6’g. The coil 
power is then given by 


R.(V6n)? 
re) 


Two other factors must be considered. One 
is the maximum desirable standby (no- 
signal) power to be dissipated by potentiom- 
eter resistances R, and R,. The other is the 
resolution of the potentiometers. For a fixed 
V, the standby power is Pr = 2V2/R,. If Pr 
is fixed, R, is immediately specified. The re- 
solution of the potentiometer with this value 
of resistance should be checked. The size of 
the indicated angle discontinuity (minimum 
resolved angle) should be substantially less 
than the designed dead space.If this is not the 
case for the value of R,, calculated from the 


relay-coil current is then (V/@mnaz) 


R= (13-84) 


allowable standby power, revise the choice. 
Assuming that R, is chosen in this manner, Ff, 
can be found from the expression for P,. Use 
the nearest-size commercially available coil. 
The smaller the coil resistance for a given 
P., the easier it is to manufacture the coil. It 
may be worthwhile to connect an external 
resistor in series with the relay coil to reduce 
the relay operating time. If this is done, the 
additional external resistance should be at 
least five times the value of FR, to obtain a 
worthwhile improvement. The revised P, 
equation for this case is 


R.(V6@x)? 
(on) 


(d) The remaining values to be chosen are 
R;, Ci, Co, and V,. The value of C; is fixed by 
motor performance. (As a rule, one value 
yields maximum starting torque for a given 
motor.) Since this value is larger than that 
needed for running conditions, an intermedi- 
ate value may be used.“2) The d-c voltage V, 
should be of such magnitude that the current 
surge from C2, when C. is connected across 
the motor windings, is commensurate with 
the magnitude of the a-c current drawn by 
the motor (when running). That is, V, ap- 
proximately equals the product of twice the 
resistance of one motor winding and the 
motor current per winding. Capacitor C, 
should be chosen by the trial-and-error meth- 
od. As a start, select a value of capacitance 
C. such that the time constant of C., and the 
motor resistance is approximately equal to 
one half the time for one motor-shaft revolu- 
tion at no load. If substantial load inertia is 
reflected to the motor, a larger value of C, 
may be required. An electrolytic-type capaci- 
tor may be used, but its capacitance must not 
be larger than that required. Current-limit- 
ing resistor Rk; should be chosen in accor- 
dance with the rectifier manufacturer’s spec- 
ifications for the minimum allowable series 
resistance, keeping in mind that if a trans- 
former is used in the d-c supply, its windings 
also have resistance. A transformer so used 
should not have a resistance much greater 
than that of the motor because such a high 


P= 
(13-85) 
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resistance results in an oversized charging 
time for C., thus preventing damping for 
small transient changes in input. The choice 
of tachometer voltage depends upon: (1) 
allowable dead space |8|; (2) motor runaway 
velocity ; and (3) motor inertia and friction. 
If the motor is running at its top velocity R, 
it will take a certain distance 6, to stop after 
being de-energized. Define the tachometer 
voltage at full speed as Vin. A preliminary 
choice of V;z is to make it equal to V (6, — |8}). 
If this is done, the motor will coast to a stop 
at the center of the dead space, following a 
transient change large enough to bring about 
motor runaway speed. Some readjustment 
of tachometer voltage may be needed for best 
all-around operation. 


13-5.17 POLARIZED RELAYS 


13-5.18 Purpose 


To reduce the number of relay-amplifier 
components, a single polarized relay may be 
substituted for the two separate relays and 
diode rectifiers used in the circuit of Fig. 
13-84, A circuit using such a polarized relay 
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is shown in Fig. 13-86. Coils No. 1 and No. 2 
may be used to increase the detent of the 
relay; i.e., to increase A,. Two system re- 
quirements may necessitate use of these coils: 


(a) A desire to lower the frequency of 
motor actuation during slowly changing 
(ramp) inputs, under which condition the 
relay acts like a speed-control device. In such 
a device, the repetition frequency depends 
upon the size of A, and may be excessive for 
small values of A,. 


(b) Faulty operation due to vibration, 

hum, or magnetic or conductive coupling may 
occur without the added detent. The diodes 
and resistance-capacitance filters are used to 
convert the ac applied to the motor into dc 
for detent control of the relay (this is norm- 
ally the case for polarized relays). 
If the polarized relay is used in a two-stage 
circuit, as in Fig. 13-87, series detent coils 
may be used. The number of turns in the 
detent coils is chosen to give the desired A, 
for a given load current. A reasonable A,/A 
ratio is about 0.25, if no reason for a differ- 
ent choice exists. 
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Fig. 13-86 Position control illustrating use of single-stage phase-sensitive 
relay amplifier. 
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13-5.19 Advantages and Disadvantages 

The advantages of a polarized relay are: 

(a) Less total coil power is required. 

(b) The balanced armature is inherently 
less sensitive to vibration and shock. 

(c) Less additional equipment is required 
than in comparable rectifier-relay systems. 


The disadvantages of a polarized relay are: 

(a) Special detent coils may be required. 

(b) No normally closed contacts are avail- 
able for a damping circuit. (In the circuit of 
Fig. 13-86, for example, the lack of normally 
closed contacts on the polarized relay pre- 
cludes the use of a damping circuit like that 
shown in Fig. 13-84.) 


(c) Contact ratings on sensitive polarized 
relays are usually low. Because of these dis- 
advantages, use of secondary (slave) relays 
is desirable, as in Fig. 13-87. Slave relays 
may also be used with externally polarized 
master relays. 


13-5.20 STATIC CHARACTERISTICS 
OF RELAYS 


13-5.21 idealized Relay 
The idealized relay has static characteris- 


SLAVE RELAY 
POWER SOURCE 






tics as shown in Fig. 13-88, where 8 is the 
pull-in value and 8 —A, is the drop-out value. 
The total dead space is equal to 23. The pull- 
in to drop-out ratio 8/(8 — A,) is a measure 
of relay quality. The highest possible value 
of this ratio should be used when it is consis- 
tent with reasonable detent action, as dis- 
cussed in connection with Fig. 13-86. (Typi- 
cal ratio values are listed in Table 13-9 under 
the heading of ‘Release Factor’”’.) It is pos- 
sible to produce a servomechanism with zero 
average error, even in the presence of the 
dead space, by using what is called an oscil- 
lating center. This is produced by the intro- 
duction of a “dither” signal having a peak 
value of 8, thereby causing the servo to 
oscillate about the center of the dead space. 
Oscillation frequency should be high, in rela- 
tion to the frequency at which the servo tends 
to oscillate without the dither, when the servo 
gain (or RF) is increased. On the other hand, 
dither produces additional wear on relays and 
motors and should be used with due consid- 
eration of such undesirable results. 


13-5.22 Sensitivity(2*. 3%) 


The sensitivity of a relay is commonly ex- 
pressed in terms of the power required to 


TO RECTIFIER 
A-C SUPPLY 
DETENT AS FIG. Ha 84 
COIL NO. 2 Y 
| 
MASTER 
RELAY u 
——o—}| _—. GEARS TO OUTPUT 
POTENTIOME TER 
FROM ERROR. 
SENSING DEVICE a! SPLIT: PHASE 
++ RELAY NO. |! 
DETENT 
Gor ao SLAVE RELAYS 


Fig. 13-87 Position control illustrating use of two-stage phase-sensjtive relay amplifier. 


13-98 








AMPLIFIERS USED IN CONTROLLERS 








PULL-IN 


MOTOR ON 
(CW ROTATION) 


POWER TO MOTOR —-® 


<-— DROP-OUT 
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Xe P.OUT 
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ERROR SIGNAL ——— 





5 
DEAD SPACE 


Fig. 13-88 Static characteristics of idealized relay. 


bring about contact closure. Changing the 
number of turns in a given winding space 
varies the impedance of the winding, without 
varying the power requirements significantly 
or affecting the time constant of the relay coil. 
Insertion of external resistance is required if 
“forcing action” is desired. For the same coil, 
more contacts on a relay reduce sensitivity 
and/or speed of response. Therefore, do not 
select a relay with more contacts than are ac- 
tually required. Methods of increasing relay 
sensitivity are listed in Table 13-10. 


TABLE 13-10 METHODS OF INCREASING 
RELAY SENSITIVITY 


Reduce air gap. Gap must remain wide 
enough for arc extinc- 


tion. 


Reduce armature spring- | Increased sensibility to 
rate. vibration and shock. 


Increase armature-iron | Increased inertia slows 
area. response. 


Saturation of iron. 


Increase winding space. 





13-5.23 Contact Rating * 4°) 


Contact rating is a significant static char- 
acteristic of relays. Manufacturers’ ratings 
should be followed, subject to variation for 
extra-long or extra-short life specifications. 
Contact rating may be increased by the meth- 
ods listed in Table 13-11. A special note on the 


TABLE 13-11 METHODS OF INCREASING 
CONTACT RATING 


(b) Lower operating temperature and use 
heavier construction for removal of heat 
from contacts. 


Increase contact size. 


Use a-c instead of d-c loads. 


~ 
Q 
~ 


~ 
[o¥ 
~~ 


Use mercury-wetted contacts. 
(e) Increase contact pressure. 
(f) Eliminate corrosive atmosphere. 


(zg) Use arc suppression to reduce effective 
load inductance (see Fig. 13-92). 


(h) Use special alloys for contact materials. 


(i) Operate contacts in a vacuum. 
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use of hermetically sealed relays: It has been 
found “*) that sealing must be accompanied by 
the most extreme care in manufacture to pre- 
vent the formation of a nonconducting car- 
bonaceous film on the contacts due to “gas- 
sing’ of organic compounds remaining on the 
relay from manufacturing processes. 


13-5.24 DYNAMIC CHARACTERISTICS 
OF RELAYS 


13-5.25 Response Time 


An undesirable feature of the relay is its 
relatively slow response time. The effect of re- 
lay response time on servo stability may be 
analyzed by a describing-function or phase- 
plane approach, as described in Ch. 10. For a 
simpler explanation, refer to Fig. 13-89 where 
the error following a large step-change in in- 
put is plotted. The relay should turn off the 
motor at an error value of § — A,. If this oc- 
curs, and the damping circuit stops the motor 
instantly, curve A applies. Curve B applies if 


ERROR —> 


ERROR 


SLOPE =R 
(RUNAWAY VELOCITY) 


0 _ TIME —>> 


Fig. 13-89 Error response of contactor servo 
with large input change. 


the motor does not stop instantly. If the relay 
contacts do not open for T, seconds, curve C 
applies. If 6, represents the distance that the 
motor coasts, and if the runaway velocity is 
R, the maximum allowable relay delay time 
(if overshoot and reversal are to be avoided) 
is (28 — A, —0,)/R seconds, where 38, A,, and 
R are expressed in terms of the same angular 
quantity (25 — A, = A). If a tachometer-gen- 
erator is used, as in Fig. 13-85, it must intro- 
duce a signal equivalent to RT, into the error 
channel to counteract the relay delay time in 
addition to the voltage V (6, — |5|) suggested 
in Par. 13-5.16(d). Random variations in re- 
lay delay time, as well as variations with 
small steps, make it impossible in practice to 
achieve coasting that results in the final error 
being zero, although it appears possible the- 
oretically. 


13-5.26 Nature of time delay. The time re- 
quired to close or open relay contacts, follow- 
ing a change in voltage across the coil, de- 
pends upon the nature of the change. Fast op- 
eration occurs following a sudden (step) 
change in voltage which is far greater than 
that required to vary current through the 
pull-in or pull-out value. A gradually chang- 
ing signal may cause “bounce” or “chatter’’, 
especially if accompanied by hum or ripple. 
A-c relays have a tendency to chatter under 
such circumstances and are therefore usually 
equipped with split pole pieces and a shading 
coil. A-c relays also have release times that 
are slower (by a factor of 1.5) than obtained 
with d-c relays of the same rating.“!) The 
principal cause for delay is the inertia of mov- 
ing parts, although the electrical delay due to 
coil inductance also affects the action. The 
speed of response may be increased by the 
methods listed in Table 13-12. 


13-5.27 General Considerations 


Relay design is a compromise. As a rule, 
high sensitivity and speed of response are in- 
compatible. Response times of 2 to 5 milli- 
seconds are reasonable for small, sensitive 
relays; response times of 15 to 20 milliseconds 
are reasonable for a-c relays with contact 
ratings of 10 to 15 a-c amperes. The results 


13-100 

















AMPLIFIERS USED IN CONTROLLERS 





TABLE 13-12 METHODS OF INCREASING 
RELAY RESPONSE SPEED 


Decrease inertia of moving parts. 


Decrease distance that armature must 
travel to actuate contacts. 


Increase external resistance in series with 
coil and simultaneously increase voltage 
applied to coil and resistance. (A capacitor 
in parallel with resistance may be helpful.) 


Decrease armature spring-rate. 


For slave relays, use forcing (i.e., supply- 
coil) current in excess of pull-in value with- 
out exceeding power rating of coil. 


of tests made at the MIT Radiation Labora- 
tory are summarized in Table 13-9.(41-43) Of 
the d-c relays tested, 80 percent had operate 
times between 6 and 30 milliseconds and re- 
lease times between 3 and 11 milliseconds. Of 
the a-c relays tested, 80 percent had operate 
times between 4 and 11 milliseconds and re- 
lease times between 4 and 18 milliseconds. 


LOW-FRE QUENCY 


FUNCTION GENERATOR 





— TIME 





+] BIASED SO CURRENT 
= “= FLOWS DURING OFF + 


When relays are connected in cascade, their 
operating times are added. Recently, specially 
designed high-speed relays have been devel- 
oped with operate times in the order of 1 milli- 
second. The mercury-wetted-contact relay op- 
erates in approximately 3 milliseconds with 2 
watts input to the coil; the release time is 
about 3.5 milliseconds, regardless of coil pow- 
er prior to release. 


13-5.28 PARAMETER MEASUREMENT 


13-5.29 Relay Operating Time 


Relay operating time may be evaluated by 
means of a low-frequency function generator 
capable of producing square waves or by 
means of any other device for producing step- 
wise varying-voltage inputs. Evaluation 
through use of a dual-beam oscilloscope is 
feasible, with high frequency applied to the 
contact circuit as shown in Fig. 13-90. If a 
dual-beam oscilloscope is not available, the 
low-frequency function-generator signal can 
be differentiated in a resistance-capacitance 
network and then coupled to a single-beam os- 
cilloscope input, thereby providing a single 


DUAL-BEAM CRO 





LOADING 
RESISTOR 


Fig. 13-90 Circuit for measuring relay pull-in and drop-out time. 
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FIRM CONTACT 


Re = FUNCTION.GENERATOR INTERNAL RESISTANCE 
Re = COIL RESISTANCE 
Lo = COIL INDUCTANCE 


Fig. 13-91 Typical waveforms observed during 
relay test. 


spike at the instant of voltage change. For a 
timing wave, use an audio frequency of con- 
venient value (about 1000 cps) on the con- 
tacts. Typical waveforms are shown in Fig. 
13-91. 


13-5.30 PROBLEMS ENCOUNTERED WITH 
RELAY AMPLIFIERS 


13-5.31 R/d, A Figure of Merit 


When the relay amplifier is part of a servo- 
mechanism, the entire device can be charac- 
terized by a convenient Figure of Merit, which 
is found by dividing the runaway velocity R 
(the steady-state speed of the motor when the 
motor is connected to its supply) by the pull- 
in value 8 of the relay. Both quantities must 
be referred to the same signal point; e.g., the 
output shaft. The larger the value of R, the 
quicker the servo response to large step 
changes. The smaller the value of 5, the more 
accurate the servo becomes. The ratio R/d has 
the units of sec"! and is similar to the velocity 


constant of a continuous servo. Servo stability 

(i.e., lack of steady-state oscillation) becomes 
more difficult to achieve as the ratio R/5 is in- 
creased. For values of R/d in excess of 10, 
some compensation techniques will probably 
be required. Methods of increasing the F/3 
ratio are listed in Table 13-13. 


13-5.32 Relay Life 


Achievement of satisfactory relay life is a 
serious problem. Limitations on relay life are 
imposed by contact wear and by wear of mov- 
ing parts (armature, spring, and pivot). Con- 
tact life is increased by the same methods that 
increase contact rating (see Table 13-11). Arc 
suppression and the use of sliding or wiping 
contact action are advisable. Arc suppression 
may be accomplished by paralleling inductive 
loads with a series resistance-capacitance net- 
work, with parameters as shown in Fig. 
13-92A. This results in a load that appears as 
pure resistance to the contacts. Another meth- 
od of arc suppression is shown in Fig. 13-92B. 
Resistor R prevents contact welding on clos- 
ure, at which time the previously charged ca- 
pacitor C is shorted by the contacts. Unless R 
is used, the capacitor discharge causes an ex- 
tremely high current, resulting in point or 
spot welding of the contacts. This suppression 
method is preferable for loads having variable 
inductance (such as motors and relay coils). 
To use this method for high-speed sensitive 
relays, both the load current and inductance 
should be taken into account. A nomograph 
for are suppression circuits is reproduced in 
Fig. 13-93. An are suppressor modification of 
value, when the primary relay is loaded by a 
slave-relay coil, uses a resistor in parallel with 
the load, together with a resistance-capaci- 
tance suppressor of the type shown in Fig. 
13-92B.°7 A typical value for the shunt re- 
sistor is 470 ohms, in parallel with a coil hav- 
ing a resistance of 750 ohms and an induct- 
ance of 10 to 13 henrys. A contact-protection 
circuit for use with mercury-wetted-contact 
relays may be obtained from the manufac- 
turer. In every case, however, the relay manu- 
facturer should be consulted for advice con- 
cerning proper arc suppression for a given 
load. The importance of cooperation with the 
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LOAD RESISTANCE 
AND INDUCTANCE 


L, 
LET Ro = R, AND C, “Re 


LOAD THEN APPEARS TO THE 
CONTACTS AS PURE RESISTANCE 


A. CIRCUIT FOR LOADS WITH NEARLY CONSTANT INDUCTANCE 


LOAD 


. SUPPLY 


ADJUST C FOR MINIMUM ARCING 
(C » 0.25 UF/AMPERE OF LOAD CURRENT 
AND MAY BE USED AS FIRST TRIAL) 


2.x SUPPLY VOLTAGE 
ADJUST RSORS cOTACT RATED CURRENT 


B. CIRCUIT FOR LOADS WITH VARIABLE INDUCTANCE 
(SUCH AS MOTORS AND RELAY COILS) 


Fig. 13-92 Arc suppression circuit. 


manufacturer for the purpose of choosing 
proper relays cannot be over-emphasized. 


Another problem that arises in some cases 
is the tendency for contact pip-and-crater for- 
mation. One contact tends to accumulate ma- 
terial in a conical pip, whereas the other con- 
tact loses material and forms a crater. This 
phenomenon occurs when direct currents that 
have a low value compared with the nominal 
contact rating are switched. The use of differ- 
ent contact materials is sometimes very use- 
ful.“5) For example, in one test, replacement 
of coin-silver contacts with tungsten and plat- 
inum-ruthenium contacts led to an increase in 


life from 3 million to 300 million operations. 
The direction of current flow was from the 
tungsten contact to the platinum-ruthenium 
contact. 


13-5.33 False Operation 


False operation can arise from several 
causes. Acceleration of the structure support- 
ing the relay may cause relative motion of the 
relay parts. For this reason, relays specified 
for use in aircraft and missiles are designed 
to withstand a certain predetermined number 
of g’s without false contact closure. Shock and 
vibration may also produce acceleration 
forces sufficient to cause false operation. 
Chatter is another type of undesirable relay 
operation that usually occurs if currents near- 
ly equal to the pull-in value are present. Under 
such circumstances, if a-c hum is present in an 
amplifier using sensitive, fast-acting d-c re- 
lays, the relays will tend to follow the a-c hum. 
This requires the use of carefully filtered sup- 
plies for the reference input as well as for any 
preamplifier that may be used. If magnetic 
preamplifiers are used, their output should be 
filtered or a-c relays should be used. However, 
filtering or the use of a-c relays causes addi- 
tional dynamic delays that are undesirable, 
and prevents achievement of magnetic-ampli- 
fier responses with only half-cycle or one-cycle 
relays, even though such responses might be 
possible theoretically. Still another type of 
false operation—relay bounce—is largely de- 
pendent upon relay design and must be mini- 
mized by the manufacturer. Designing eddy- 
current damping into the relay, by using a 
solid armature structure instead of a lam- 
inated one, may help. False operation may also 
occur if a sensitive relay (or preamplifier) is 
used, due to coupling between motor currents 
and the relay-coil (or the preamplifier-input) 
currents. Such coupling may be inductive, ca- 
pacitive, or resistive. Resistive coupling oc- 
curs if a single power supply with a common 
internal resistance is used to feed all ampli- 
fiers as well as the motor. Eliminating hum, 
vibration, and interaction at the source is pre- 
ferable to filtering at the relay coil because 
filtering slows relay response. 
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INDUCTIVE LOAD 


EXAMPLE: LOAD INDUCTANCE (L) = 20 HENRYS 
LOAD CURRENT (j) = 0.005 AMPERE 


CALCULATIONS: CAPACITOR (C) = 0.05 UF (NOMOGRAPH A SCALES) 
RESISTOR (Rp) = E/0.3 OHM (MIN) 
E = 0-C SUPPLY VOLTAGE, IN VOLTS 


Fig. 13-93 Nomograph and equations for use in calculating the component 
values for an. are suppression circuit. 
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TABLE 13-13 METHODS OF INCREASING R/5 


Use a motor with inherent dynamic brak- 
ing; e.g., a d-c shunt motor with the arma- 
ture shorted during the relay dead space. 


Introduce continuously applied coulomb 
friction. This is simple, but it decreases R 
at the same time it allows decreased 5. 


Apply coulomb friction by means of a clutch 
during the dead space only. This is more 
complex than the continuous method. It 
does not affect R, but wear of rubbing parts 
and production of heat may be troublesome. 


Introduce continuously applied eddy-cur- 
rent damping. Use a permanent magnet and 
a disc of aluminum. This is simple and 
trouble-free and reduces RF. 


Apply eddy-current damping during the 
dead space only. Use an electromagnet 
(with aluminum disc) energized during the 
dead space only. There is no rubbing fric- 
tion and no loss of R, but the method is 
more complex. 


Apply eddy-current damping through the 
motor windings. This is applicable to induc- 
tion and synchronous motors. A typical cir- 
cuit is shown in Fig. 13-84. This method 
requires no extra coil and disc, but it does 
require direct current commensurate with 
normal a-c motor current during the damp- 
ing period. 


Use “plugging”. Motor actuation may be 


reversed upon entry into the dead space and 
removed before actual rotation reversal oc- 
curs. Difficulty may be encountered in the 
case of very small steps, during which the 
motor does not get up to full forward speed. 
Plugging time is controlled by extra con- 
tacts. This method is usually complex. 


Use anticipation. Use a permanent-magnet 
tachometer-generator, as in Fig. 13-85. Al- 
ternatively, use a_ resistance-capacitance 
network in the feedback path; e.g., feedback 
from the output through a parallel re- 
sistance-capacitance circuit. A third method 
uses a lead network in cascade, after the 
point where the error is sensed and before 
the relay coil. A fourth method (37) uses 
extra contacts on slave relays to energize 
a resistance-capacitance circuit analog of 
the motor, the voltage that represents 
motor speed being fed back in a manner 
similar to that used to feed back tachom- 
eter voltage. 


Use an integral or lag network in cascade 
between the error-sensing point and the 
relay coil. Such a network, however, causes 
difficulty when there are very large inputs 
in the presence of saturation, which is 
characteristic of the relay. Mitigation of 
this difficulty can be achieved by using a 
charge-limited capacitor in the lag network, 
as in the case of saturation in otherwise 
linear conditionally stable systems. 





13-6 HYDRAULIC AMPLIFIERS* 


13-6.1 INTRODUCTION 


13-6.2 Description and Usage 


A hydraulic amplifier is a device for con- 
verting motion at a low force level into motion 
at a high force level. It has two principal 
parts: (1) a valve, which converts a motion 
into an oil-pressure change; and (2) a load, 
such as a piston, which converts the pressure 
into a force, thence into a motion. Hydraulic 
amplifiers are used where high-gain, fast-re- 


*By P. E. Smith, Jr. 


sponse performance is required. They are com- 
monplace in the high-power stages of servo- 
mechanisms, while electrical amplification 
is used in the low-power stages. The transition 
from electrical to hydraulic amplification oc- 
curs at a power level of about 1 to 5 watts. A 
classification of hydraulic amplifiers is pre- 
sented in Table 13-14. These amplifiers, and 
combinations of them, are discussed in detail 
in this section. 

Hydraulic amplifiers may be classed as 
either rotary or translational. The rotary type 
(variable-displacement pump or rotary 
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pump) is normally used at high power levels 
of 500 watts and up. The translational type 
may be used over a wide power range, from 
a few watts to as high as 5000 watts (if a 
valve-controlled piston can be classed as an 
amplifier stage). 

Translational hydraulic amplifiers may be 
divided into spool-valve, plate-valve, and noz- 
zle-baffle-valve types. Of these, the nozzle- 
baffle type is best suited for low power levels, 
although all three types are used as first-stage 
hydraulic amplifiers driven by electric trans- 
ducers (force or torque motors). 


Translational hydraulic amplifiers may be 
used with feedback from output motion to in- 
put. The following types of feedback are used : 


(a) Position feedback 
(b) Force-balance feedback 


ae 


(c) Position-to-voltage to force-motor 
feedback 


Results somewhat similar to those obtained 
with position feedback may be achieved by 
spring-opposing the output. (See Table 13-16 
for a detailed mathematical development of 
amplifiers having either a spring-opposed bal- 
anced piston with no feedback, or a balanced 
piston without feedback, or a balanced piston 
with position feedback.) 


It is possible to use position feedback 
through mechanical and hydromechanical 
networks to obtain an over-all lead or lag ef- 
fect. (This is uncommon in commercial valves 
presently available.) Schematics of several 
translational amplifier and feedback configu- 
rations are shown in Figs. 13-94 through 
13-102. 
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Fig. 13-94 Three-way spool-valve amplifier. 
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Fig. 13-95 Single nozzle-baffle amplifier. 


FROM 
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Fig. 13-96 Four-way spool-valve amplifier. 


Schematics of three common types of rotary 
hydraulic amplifiers, or rotary pumps, are 
shown in Figs. 13-103, 13-104, and 13-105. In 
each case, the moving parts are arranged so 
that, by varying the location of one part rela- 
tive to another, the amount of oil pumped per 
revolution may be varied. The amount of vari- 
ation in the relative position of the moving 
parts is termed the stroke of the pump. These 
pumps are analogous in their mathematical 
characteristics to rotary electric amplifiers 
(see Par. 13-4). Pump speed is usually more 
or less constant. One exception is the so-called 
“constant-speed drive’”’ used to supply aircraft 
alternators with constant input speed. In this 
case, the prime mover is a variable-speed air- 
craft engine and the drive acts as a differen- 
tial transmission to maintain constant gen- 
erator-shaft speed (see Fig. 13-104). 

A rotary hydraulic amplifier (rotary 
pump) is generally used with a preamplifier 
stage that is arranged to vary the pump 
stroke. The load is usually a rotary hydraulic 
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Fig. 13-98 Nozzle-baffle amplifier with 
f balanced load. 


Fig. 13-97 Four-way spool-valve amplifier 
with open center. 


SLIDING VALVE PLATE 










motor. This pump-motor combination is 
termed a transmission. A rotary pump is more 
efficient than a control valve as a means of 
modulating power, but it is more complex and 
heavier. These disadvantages are partially To sume Uy 
offset by the fact that a control valve type of 
amplifier must be supplied with pressurized 
oil from a fixed-displacement pump or an ac- 
cumulator. 


13-6.3 Characteristics 

Hydraulic amplifiers possess both static 
and dynamic characteristics. As stated in the 
introduction, the amplifier consists of valve 
and load. Since the load is almost universally 
a piston, that term will be used henceforth. 
The valve can be considered as a controlled 
source of energy in the form of a stream of oil. 
As in the case of an electronic valve (vacuum 
tube), such an energy source can be charac- 


terized as an idealized pressure source in 


series with a resistance or as an idealized flow Fig. 13-99 Sliding-plate valve amplifier. 
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Fig. 13-100 Amplifier with position feedback by means of moving valve sleeve. 


source shunted by a conductance (hydraulic 
conductance is sometimes termed leakage). 
The steady-state pressure-flow properties of 
the valve can be used to evaluate the pressure- 
source and resistance properties. The pipe 
lines connecting valve to cylinder are charac- 
terized by hydraulic resistance, capacitance, 
and inertance. The leakage between cylinder 
wall and piston constitutes a hydraulic con- 
ductance. The volume of oi] compressed in the 
cylinder possesses hydraulic capacitance. The 
piston has inertia. In addition, there may be 
a spring (and possibly a dashpot) that op- 
poses piston motion. All of these elements can 
be represented as lumped hydraulic-circuit 
parameters. This hydraulic circuit is the load 
(in a circuit sense) that is supplied by the 
pressure source (of the valve) through the 
internal resistance (of the valve). Since the 


steady-state valve characteristics are used to 
find the equivalent-source parameters, these 
will be discussed first. The effect of the re- 
mainder of the amplifier, called the load, will 
then be discussed. 


13-6.4 TRANSLATIONAL HYDRAULIC 
AMPLIFIERS 


13-6.5 Spool-Valve Type 

Spool-valve characteristics vary widely, de- 
pending upon the amount of underlap and the 
amount of radial clearance used. The under- 
lap of a spool valve is the axial clearance be- 
tween the spool and the port when the spool 
is at the null or center position (axial spool 
position of minimum supply flow), as shown 
in Fig. 13-106. Radial clearance is necessary 
to prevent sticking, whereas underlap im- 
proves linearity at small displacements of the 
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eLicien spool from null (see Fig. 13-108). Since both 
INPUT =Z clearance and underlap result in oil leakage, 
the amount of oil consumption is increased 
when the spool is at the null position. 


Manufacturers’ data is generally in the 
form of a curve of load pressure versus spool 
displacement, for zero load flow (Ps vs x, Qs = 
Q. = 0). Alternatively, it can be a curve of 
flow to the load versus valve opening, with a 
constant pressure maintained at the load 
(Q; vs x, P; = constant, P. = constant). Fig- 
ure 13-107 shows typical characteristic curves 
of a four-way spool valve for. various ratios 
of radial clearance b to underlap X,. These 
curves are drawn for relatively small radial 
LJ AMPLIFIER clearances; i.e., 0 = 6 = Xo. Figure 13-108 
OnUEM Les shows the effect of negligible underlap. The 
424, +8, results of zero underlap in the presence of 
radial clearances are: serious nonlinearity, 
and zero gain around the null position. 








Fig. 13-101 Amplifier with position feedback 


So-called “pressure-control” valves produce 
by means of linkage. 


a curve of load pressure versus spool displace- 
ment similar to that of the valve with under- 
lap. However, these valves differ from under- 
lapped spool valves in that they have a much 
lower internal resistance; i.e., their output 
pressure is less affected by wide variations in 
load flow. 


Curves of steady-state load flow versus 
spool displacement, for various load pres- 
sures, are shown in Figs. 13-109, 13-110, and 
13-111 (see Fig. 13-106 for meaning of sym- 
bols). The effects of radial clearance and un- 
derlap are illustrated by these curves, which 
are drawn for an uncompensated spool valve. 
Compensation may be used to make output 
flow less dependent upon load pressure. 





To determine the gain and internal resist- 
ance of the four-way spool-valve amplifier, 
certain curves of static performance must be 
available. Manufacturers’ data is commonly 
given in dimensionalized form. The curves 
presented in this section are purposely shown 

FEEDBACK in nondimensionalized form in order to be 

SPRING more generally applicable and also to place in 

evidence the significant parameters of the am- 

plifier, whenever possible. For spool valves 

b Fig. 13-102 Amplifier with feedback by means with underlap (i.e:, a linear characteristic in 





of force-balance system. the vicinity of null), dimensionalizing the 
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Fig. 13-103 Oil-gear rotary hydraulic amplifier with radial pistons. 





Courtesy The Oilgear Company. 
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Fig. 13-104 Constant-speed rotary hydraulic amplifier with axial pistons. 


Courtesy Northern Ordnance Incorporated. 


slope of the curve at null, Fig. 13-107, will 
suffice to characterize the valve in terms of 
the gain of a pressure source. The gain of a 
pressure source is the ratio of the change in 
pressure to the motion required to produce 
the pressure change. The internal resistance 
for this case may be found ‘in a manner dis- 
cussed below. The internal resistance is the 


coefficient which, when multiplied by the flow 


from the valve, yields the decrease in load 
pressure from that value of pressure that 
would occur in the absence of flow. If the 


available curves are for flow, as in Figs. 13- 
109, 13-110, and 13-111, an average dimen- 
sionalized slope for large spool displacements 
may be used to characterize the valve in 
terms of the gain of a flow source. The inter- 
nal conductance may be found by taking an 
average value of 0Q;/oP; for a given spool 
displacement. 

13-6.6 Equivalent source representation of 
four-way spool valve. The equivalent hydrau- 
lic-source representations of the four-way 
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Fig. 13-105 Ball-and-piston type rotary 
hydraulic amplifier. 


Courtesy General Electric Company. 


spool-valve amplifier (Fig. 13-112) involve 
the static parameters discussed above; i.e., 


(a) Pressure-source representation : 


: re) 
internal gain = aE 


internal resistance — oP. 
oQ 
(b) Flow-source representation : 
; - oO 
internal gain — aa. 
0Q 


internal conductance = —— 
eP 


The partial derivatives that express the in- 
ternal gain and resistance or conductance of 
the equivalent source appear in the flow equa- 
tions of the four-way spool-valve amplifier. It 


is possible to evaluate these partials numeri- 
cally, by experiment, or from manufacturers’ 
data, and hence numerically evaluate the 
equivalent hydraulic circuit. 


13-6.7 Flow equations of underlapped four- 
way spool valve. Equations of flow for spool 
valves with underlap that is large compared 
with radial clearance (X,/b > 1.0) are pre- 
sented first. From these equations, the expres- 
sions for plotting the parameters of internal 
gain and resistance are derived. The expres- 
sions for incremental load flow are (see Fig. 
13-106 for meaning of symbols) 





dQ, — 082 ap, 4 222 az (13-86) 
OP. Ox 
dQ, — 2% ap, 4 2% ¢ (13-87) 


OP; Ox 
Both Q. and Q; are determined from the fol- 
lowing relationships which hold for 


—Agmexr< X,: 

Q, = erd (X,4+ 2) VPs (13-88) 
Q2= Q3 — Q: (13-89) 
Q; = crd (X,— x) \/P, — P2 (13-90) 
Q,=crd (X,+ 2) V/P,—Ps = (13-91) 
Qs = Qs — Qs (13-92) 
Qe = crd (X,— 2) \/Ps (13-93) 

where 


Q = flow, in in.?/sec 


P =pressure measured above sump pres- 
sure, in lb/in.? 


x = axial spool displacement measured 
from center or null position (spool 
position of minimum supply flow), in 
in. 


X= underlap, in in. 


d = spool diameter plus radial clearance, 
in in.; i.e. d = D+ 6 = D for case of 
zero radial clearance 


p =density of fluid, in lb-sec?/in.* (see 
Par. 20-2) 
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| Fig. 13-106 Four-way spool valve, all pressures measured above sump pressure. 
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Fig. 13-107 Four-way spool valve, nondimensional plot of load pressure vs spool 
displacement for zero load flow. 


¢ =a proportionality factor whose value OQ. a ae oe 
is given by ree ak. vi — D2 + Ves] 


7 (13-94) 
0.61 /2 <c< 0.65 /2 
p p 


Expressions for evaluating the partial __0Q5 =cenrd \/P, | Vi—ps st. Ves | (13-95) 
derivatives in the right-hand side of Eqs. Ox 

(13-86) and (13-87) may be found by making 

the appropriate substitutions for Q from Eqs. 

(13-88) through (13-93). The results are OQ.  —crd X,f 1—2* 14 = 
shown in Eqs. (13-94) through (13-97). OP2 «2 VP, lA—p, Vie 
These expressions are true only for axial dis- (13-96) 
placement of the spool within the underlap 

region (—X, =z = X,). For displacement of 

z>X,orz < —X,, Q; = Qs = 0 and hence 0Q;  —cend X,[ 1+ 2* 1 — 2* 

Eqs. (13-88) through (13-97) are somewhat OPs 2\/P,_ V1 -— Ds Vis 
simplified. (13-97) 
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Fig. 13-108 Four-way spool valve, nondimensional plot of load pressure vs spool 
displacement for zero load flow. 


where 
P 
p>. = - (13-98) 
P 
Ds = P (13-99) 
P peemall (13-100) 
Xo 
P, = supply pressure, in lb./in.? 
and 
—lL=ic7*¥=l 


Values for the pressure gain 0P/oz may be 
found from the relationship 





0 
oP Ox 
— — — aoe (13-101) 





Qs 
Quax 








Fig. 13-109 Four-way spool valve, nondimensional 
plot of load flow vs spool displacement for zero 
underlap and zero radial clearance 


(b = X, — 0). 
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Fig. 13-110 Four-way spool valve, nondimensional Fig. 13-111 Four-way spool valve, nondimensional 
plot of load flow vs spool displacement for zero plot of load flow vs spool displacement 
underlap (X, = 0) and finite radial for y = 0.5. 


clearance (b > 0). | 
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8. PRESSURE-SOURCE REPRESENTATION 


Fig. 13-112 Four-way spool valve, equivalent hydraulic-source representation, 
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The circuit elements of the equivalent hy- 
draulic-source representation shown in Fig. 
13-112 may thus be evaluated by Eqs. (13-94) 
through (13-101). Nondimensional plots of 
the partial derivatives that characterize the 
source in terms of its flow gain and conduct- 
ance are shown in Figs. 13-113 and 13-114. 
These plots demonstrate how the flow gain 
and internal conductance of the hydraulic am- 
plifier depend upon the operating point. 


13-6.8 Dimensionalizing flow-gain and con- 
ductance plots of underlapped four-way spool 
valve. The dimensionalizing factors that must 
be applied to the nondimensional plots in Figs. 


13-113 and 13-114 are cnd \/2P, and cnd X, 


\/2/\/P,. These factors can be found from a 
measured curve of load pressure versus spool 
displacement for the condition of zero load 
flow and from a measurement of leakage flow. 
Let the magnitude of the slope of the meas- 
ured load pressure versus spool-displacement 





Fig. 13-113 Four-way spool valve nondimensional 
plot of flow gain vs load pressure for zero 
radial clearance (b = 0). 


curve at zero displacement beds and let 


x |2=0 
the total flow from the pressure supply to the 
sump, measured with zero flow to the load and 
at zero spool displacement, be Qo. Then, from 
Eq. (13-101), it is found that 





ond, /2P, — 2 (2s (13-102) 
Ps Ox |e—0 

where 

Qr0 = Q; + Q4 

— Qi — Qe 

when 

2—0,P,—P;—-_P, 

2 


From Eqs. (13-90) and (13-91), it is found 
that 


end X,\/2 = Qu 
VP, P, 


If Eqs. (13-102) and (13-103) are combined, 
then 


(13-103) 


oP;| _ Py 


Ox t=-0 ~ Xs 
13-6.9 Small-signal gain and conductance 
parameters of underlapped four-way spool 
valve. For small-signal variations (i.e., spool 
displacements) about null, the average load 
pressure is P,/2 as long as the valve has non- 
zero underlap or nonzero radial clearance. 
Therefore, from Eqs. (13-95) and (13-102), 
the small-signal flow gain @Q;/o0x becomes 


_s) 


(13-105) 


From Eqs. (13-97) and (13-103), the inter- 
nal conductance 9Q/oP becomes 








(13-104) 


00s = 
3a = end \/2P, — 





Qi ( OPs 
FP; Ox 





OQ _ end XoV2 __ Qro (13-106) 


oP) OUVPL OP 
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Fig. 13-114 Four-way spool valve v‘ith negligible radial clearance, nondimensional 
plot of internal conductance vs load pressure. 
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From Eqs. (13-101), (13-105), and (13-106), 





the pressure gain is 
Ox ox / oP OX | s=0 
(13-107) 


13-6.10 Balanced-load steady-state charac- 
teristics of underlapped four-way spool valve. 
A load is considered balanced when the two 
sides of the power piston have equal areas. 
Curves of the differential load pressure-load 
flow relation for this case (see Fig. 13-115) 
have been plotted by Blackburn. “®) For a bal- 
anced load, Fig. 13-112 can be arranged as 
shown in Fig. 13-116. If oP./d0x = oP;/odx 
and 0P.2/0Q2 = OP;/0Q;, as is the case near 
the null position where P, = P; = P,/2, Fig. 
13-116 simplifies to Fig. 13-117. 
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Q_ = Q@ = —Q@ EQUALS THE FLOW TO THE BALANCED 
LOAD. P, IS THE PRESSURE DROP ACROSS THE LOAD 
Qo = Q,+ Q, WHEN x = 0, Po= Poe P /2. 
COMPUTED FROM FLOW EQUATION 

———= LINEARIZED REPRESENTATION 





Fig. 13-115 Four-way spool valve, nondimensional 
plot of load flow vs differential load pressure 
for balanced load. 





P, = PRESSURE DROP ACROSS LOAD 
Q, = FLOW THROUGH LOAD 


Fig. 13-116 Equivalent circuit of four-way spool- 
valve amplifier with balanced load. 





A. EQUIVALENT CIRCUIT USING PRESSURE SOURCE 


dQ 





8. EQUIVALENT CIRCUIT USING FLOW SOURCE 


Fig. 13-117 Simplified equivalent circuits of four- 
way spool-valve amplifier with balanced load. 
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13-6.11 Flow equations of four-way spool 
valve with radial clearance. As the amount of 
underlap X, is decreased, the radial clearance 
b becomes more significant until, in the limit, 
X, becomes zero. In some applications, over- 
lapped valves may be used. However, their 
advantage in servo work appears negligible. 
Equations (13-88) through (13-93) must be 
modified to take radial clearance b into ac- 
count. The orifice area becomes that of the 
frustrum of a cone (see Fig. 13-118). Flows 
and pressures are defined as before (see Fig. 
13-106). For —X, S x = X,, the flow equa- 
tions are 


Qi = end \/(X. + 2)? + BX VPo 


(13-108) 
Q2 _ Qs: ras Q: (13-109) 
Qs = crd \/(X, — 2)? + Bb? X VP, — Po 
(13-110) 
Q, = crd \/(X,+ 2)? 4+ 0? VP, — Ps 
(13-111) 
Qs = Q, aa Qe (13-112) 
Qe = erd \/(X, — x)? + B? X VP 
(13-113) 


SUMP PRESSURE 






b « RADIAL CLEARANCE 
X, = UNDERLAP 





3s 
t ORIFICE 
. AREA 


SUPPLY PRESSURE 


Fig. 13-118 Geometry of spool valve with 
radial clearance and underlap 
(spool shown in center or null position). 


For X, S 2 S Xmaz, Where Xmaz iS the value of 
x when the load ports are entirely open, the 
expressions for Qs and Q, [i.e., Eqs. (13-110) 
and (13-113) ] become 


Q; = cnd b \/P, — P2 (13-114) 
and 
Q, = end b\/Ps (18-115) 


The expressions for the remaining flows — Q,, 
Q2, Q., and Q; — remain unchanged. 


The partial derivatives that characterize 
the source in terms of its flow gain and con- 
ductance are tabulated in Table 13-15. Non- 
dimensionalized plots of the magnitudes of the 
partial derivatives in Table 13-15 are shown 
in Figs. 13-119 through 13-122. The equiva- 


|9Q/dx| 
crd VP, 





Fig. 13-119 Four-way spool valve, nondimensional 
plot of flow gain vs load pressure for B = 0.5. 
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Fig. 13-120 Four-way spool valve, nondimensional 
plot of flow gain vs load pressure for B = 1.0. 
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Fig. 13-121 Four-way spool valve, nondimensional 
plot of flow gain vs load pressure for 8 = 5. 


lent hydraulic-source representation of the 
amplifier is shown in Fig. 13-112. Figures 
13-119 and 13-120, and 13-121 are consistent 
with Fig. 13-113. However, note the difference 
in the scales and also the \/2 term in the non- 
dimensionalizing factor of Fig. 13-113. 


If compressibility is to be considered, the 
separate sources set forth in Fig. 13-112 must 
be used. If a piston with unequal areas is used 
so that —Q;+Q, in the steady state, separate 
sources must be used together with an ideal 
transformer. (The circuit diagram for such 
a case appears in Fig. 13-139.) 


13-6.12 Dimensionalizing flow-gain and con- 
ductance plots of four-way spool valve with 
radial clearance. The nondimensionalized 
plots of conductance and flow-gain in Figs. 
13-119 through 13-122 may be dimensioned if 
c, d, X,, b, and P, are known. For square ori- 
fices, which occur in spool valves, plate valves, 
and at the nozzle of nozzle-baffle valves, it fol- 
lows that 


0.61 /— <e< 0.65 /— 
p p 


where p is the mass density. A typical value of 
mass density is (0.031 Ib/in.*) / (386 in./sec?). 
For this value, c can be taken as 100 with rea- 
sonable accuracy. To calculate the remaining 
parameters from measured data of flow and 
pressure, first obtain a plot of controlled load 
flow Q; (measured at the valve outlet) versus 
spool displacement x for a given load pressure 
P; and supply pressure P,. A typical plot is 
shown in Fig. 13-123. Then proceed as fol- 
lows: 

(a) Determine d. From Eqs. (13-112) and 
(13-115), it is found that for large values of x 
(valve opening) 

















00s — end \/P, — P; 
Ox Ee ae 
saa eed WP P 
VX aye or Ot 
" (13-116) 
us 
0s 
d es Ox ~>% nar (13-117) 
~ 814\/P, — P; 
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Fig. 13-123 Four-way spool valve with finite 
radial clearance, plot of load flow vs 
spool displacement for 


Ps = 100(Ib Jin’) = constant. 


P, 350(lb/in.*) 


where the partial derivative | 529 4518 


x 
measured in the linear portion of the curve of 
load flow versus spool displacement. 

(b) Determine 6 — b/X,. At the origin, the 
rate of change of load flow with respect to 
spool displacement is 








29s _ __cnd P,P P 
atl—o V1+p (VP. — Ps + VPs) 
(13-118) 
From this expression, it is found that 








tees (14/5 Pe) 


VI + BF ie 09; P,—P; 
ar 


(13-119) 


where Bs | i is the slope of the curve df load 





flow versus spool displacement at the origin, 
6 is found from Eq. (13-119) since P, and P,; 
are the supply and load pressures, respective- 
ly, at which load flow Q,; is measured. 


(c) Determine X,. With the spool centered, 
let the flow to one load line be Q, (0). Note that 
this is the controlled flow to one load line, and 
not the total flow into the valve from the sup- 
ply. If the inlet or supply flow Q,(0) is meas- 
ured with both load lines exhausted to the 
sump, then Q,(0) is twice the value given by 
Eq. (13-120) ; i.e., Q,(0) = 2Q;(0). Since, 
from Eq. (13-112), Q;(0) = Q.(0) — Q.(0), 
it is found that 


Q5(0) = end X,\/1 + B? VP, =‘ (18-120) 


Substituting Eqs. (13-118) and (13-119) into 
Eq. (13-120) and solving for X,, it is found 
that 








Q5(0) |-22 
X= aoe Oz le (13-121) 
(Se 





Note that P; — 0 since all pressures are meas- 
ured above the sump pressure. 


(d) Determine b. This quantity is found 
from the definition B — b/X, and is 


— XB (13-122) 


13-6.13 Plate-Valve Type 


The plate valve (see Fig. 13-124) has flow 
characteristics very similar to those of a four- 
way spool valve with radial clearance. The ori- 
fices of underlapped plate valves are reamed 
larger than the plugs used in the moving 
plate, whereas the orifices of overlapped plate 
valves are reamed smaller than the plugs used 
in the moving plate. 


If the moving valve plate clears the fixed 
block by an amount J, the resultant orifice area 
A; is that shown in Fig. 13-124. The orifice 
area can be found as follows: The shaded area 
shown in Fig. 13-124 is the projection of the 
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SHADED AREA = PROJECTION OF 
ORIFICE OPENING WITH PLUG 
CENTERED ON THE VALVE 
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2 
A, =D +1) + b? 


Fig. 13-124 Geometry of orifice plate valve 
with underlap and clearance. 


orifice opening on the plane of the valve plate. 
The projected area is approximately 


1 
As, = 


For simplicity, let this area be considered as 


xe D+ xD (13-123) 


due toa strip D inches long and = + x inches 


wide, an approximation of course. The slant 
area A; may now be found, since the separa- 
tion of the plug and plate is b inches. The slant 


height then becomes \/2 4+ ( x+ > ) and 


the area is given by 


Ag Dy/ (= Aare ) + b? (13-124) 


Ina similar fashion, the area of the orifice 
which decreases with increasing 2 is 


a= Dy/(o—= ee 


By substituting D for xd and-—for X, in 


(13-125) 


Table 13-15, the partial-derivative param- 
eters characterizing the plate valve in terms 
of its flow gain and conductance are obtained. 
The equivalent source representation of the 
four-way spool-valve hydraulic amplifier with 
radial clearance may be used for the plate- 
valve hydraulic amplifier if the parameter 
substitutions indicated above are made. 


The advantage of the plate valve over the 
spool valve is mostly one of mechanical con- 
struction. The hole-and-plug method of con- 
struction results in nearly perfect alignment 
of all orifices. The suspension type of plate 
valve illustrated in Fig. 13-124 is only one of 
several possible constructions.“7) A disad- 
vantage of the plate valve is that it is some- 
what bulkier than a spool-valve amplifier of 
equal flow-pressure capacity. 


13-6.14 Double Nozzle-Baffle-Valve Type 


The balanced or double nozzle-baffie-valve 
hydraulic amplifier (see Fig. 13-125) is easier 
to manufacture than the spool-valve amplifier 
and is about as linear as a spool valve of com- 
parable leakage. As is the case with the spool 
valve, increased leakage results in greater 
linearity in the flow-pressure versus input- 
motion characteristics. Because of the high 
leakage of the double nozzle-baffle valve, the 
valve is generally used as a first stage, the sec- 
ond stage being a spool valve with little or no 
underlap. The combination of a double nozzle- 
baffle valve and a spool valve, in the form of a 
pressure-control valve, has the properties of 
both valves. The result is an amplifier with 
very low (theoretically zero) internal resist- 
ance; i.e., an ideal pressure source. 
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PL = P. -~ Po 
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A, = A, 
Fig. 13-125 Double nozzle-baffle valve with balanced piston load. 


13-6.15 Flow equations of double nozzle-baffle where 
valve. The pertinent flow equations of the 
double nozzle-baffle valve (see Fig. 13-125 for 
meaning of symbols not defined below) are 


C, = nozzle coefficient, where _ 
0.61\/2/p < Ca < 0.65\/2/p 


Q, = ¢,nD(X,+ 2)VPo (13-126) c, = orifice coefficient, where 
0.61\/2/p < Co < 0.65\/2/p for 
Q. = Q;—Q: (13-127) sharp-edged orifices 
X, = opening between nozzle and baffle 
Qs = ceonro?/P, — Po (13-128) with the baffle in the centered posi- 
tion. 
= ¢,nr,2\/P, —P; - : : 
Or Cre ete) x = motion of baffle from center posi- 
Q, = %4—% (13-130) non aan 
—— — P» 
Qe = enD(X, — 2) VP; (13-131) nay 
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Ps = cis 
P, 
D = diameter of nozzle, in in. 
YT. = radius of supply orifices, in in. 
p = density of fluid, in lb-sec?/in.* 


The expressions for the circuit elements of 
the equivalent flow-source representation of 
the amplifier are derived from Eqs. (13-127) 
and (13-130) and are 


O@2 











= —c,nD\/P, \/p2 (13-132) 
Or 
os c,nD\/P, \/ps (13-133) 
H 
OQ2 | a ~+ 2") 
oP. 2/P, \V1— De VPe2 
(13-134) 
20s _ _ xD Xe a +452) 
oP; 2\/P, \\/1 — Ds VPs 
(13-135) 
where 
CoP 0” as P;, (z=90) 
—— G@DX, = Py —P3¢2=0) 
x* — al 
Xo 


The expressions for the circuit elements of the 
equivalent pressure-source representation of 
the amplifier are 








OPs_ _ 20 / 20; 
Ox Ox oP; 
_ 2P. Vii 
Xo ( a 1— =| 
V1 — Ds VPs 
(13-136) 
oP, ss 1 
0Q@; Qs 
oPs 
—2/P, 1 
~ GK, ( a == ) 
V1 — Ds VPs 
(13-137) 


IN CONTROLLERS 


A nondimensional plot of the pressure gain 
OP;/oz is shown in Fig. 13-126, while a non- 
dimensional plot of the internal resistance 
OP;/0Qs is shown in Fig. 13-127. A value of 
a equal to unity is usually designed for, since 
this leads to the most linear static behavior. 
Plots of P./P, and P;/P, for zero load flow 
are shown in Fig. 13-128. 


13-6.16 Double nozzle-baffle amplifier with 
balanced load. For a load consisting of a pis- 
ton with equal working areas on both sides 
of the piston, Q; = — Q, (see Fig. 13-125), 
and the static characteristic relating pressure 
drop across the load to load flow may be 
found. This plot is not valid if flow com- 
pressibility must be taken into account. For 
the case of flow compressibility, the repre- 
sentation of the two sources by partial 
derivatives for both orifices (nozzles) must 
be used. The plot of Q,Q, versus P,/P,, 
with 2* = 2/X, as a parameter, is shown in 
Fig. 13-129.49 Q, = Q,; = —Q. equals the 
flow to the balanced load. Q,=Q; = Qz 
when x =0 and P; = P.=P,/2. Pr, is the 
pressure drop across the load; i.e., P, = P; 
— P,. The linear equivalent circuit at the 
point z* — 0 leads to a pressure source of 
2(o0Ps/Ozxr) in series with a resistance of 
2(o0P;/0Qs5) supplying the piston. The partial 
derivatives are evaluated from Figs. 13-126 
and 13-127. The result is 




















9 oP _» oP» _2V Pip 
0 OQ2 x*—0 CrIt DX, 
— Pe POP 
_ C.nDX,V/ P42 _ Q. CQL 
(13-138) 
2 oP coe. P, Zo OP. 
ox lity j.Xo Of 
(13-139) 
O(P1/P,) ae O(P./P.,) _4 
0(Q1/Q.) ” Q(2/Xo) 
(13-140) 
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Fig. 13-126 Double nozzle-baffle valve, nondimensional plot of pressure 


gain vs load pressure. 


The dashed lines in Fig. 13-129 represent 
0(P1/P.) /0(Q1/Q.) = —1 and 9(P:/P,) / 
@(#/X,) =1 and demonstrate the linear 
region of the hydraulic amplifier. 


13-6.17 Dimensionalizing pressure-gain and 
resistance plots of double nozzle-baffle ampli- 
fier. The nondimensional plot of Fig. 13-126 
may be dimensioned if the abscissa scale is 
multiplied by P, and the ordinate scale by 


P,/2X,. Similarly, the nondimensional plot of 
ing the abscissa scale by P, and the ordinate 
scale by \/Ps/2/c,xnDX,. For the case of a 
equal to unity, these coefficients may be found 
as follows: 


(a) Determine P,/2X,. For the condition 
of zero load flow, obtain a plot of amplifier 
output pressure P; (at one side of the load) 
as a function of baffle displacement z. The 
slope of the nondimensional plot of P;/P, 
Fig. 13-127 may be dimensioned by multiply- 
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Fig. 13-128 Double nozzle-baffle valve, 
nondimensional plot of load pressure vs 
baffle displacement for zero load flow. 


with respect to x* (see Fig. 13-128) at the 
point z* = 0 is found to be 


O(Ps/P.) _ ODs 
9(2/X.) ox" 
2(1 — x*) 1 


_ (13-141) 
[(1 — 2*)?+4 1}*|._, 2 


Equation (13-141) may be verified by noting 
at 


OPs  OPs 
ox* = on 


Ov;/OPs 


Sat / Dx (13-142) 


and using Eq. (13-136) and the definitions 
for p; and x*. Therefore 


P, OPs 
2X, ox (13-143) 


z—0 








(b) Find \/ P,/2/c,nDX,. For the condition 
of zero load flow, obtain a measurement of 
total flow to the sump with the baffle centered. 
This is termed the total internal leakage flow 
with baffle centered, and is defined as Qyp. 





Thus 
Qio = Q1+ Ve (at z = 0) 
— 2¢,nDX, \/ ‘ "29, (18-144) 


From this relationship, it is found that the 
factor needed for dimensioning the plot of 


2Q,/oP; is \/P,/2/canDX>. Thus 


_VP.f/2 _ Pa (18-145) 
c,nD xX o Qi 
13-6.18 Pressure-Control and Flow-Control 
Valve Amplifiers 


By means of special configurations, the 
internal resistance of a hydraulic amplifier 
may be lowered. In this way, the amplifier 
approaches an ideal pressure source with 
zero internal resistance. A hydraulic ampli- 
fier of this type is known as a pressure- 
control valve. One method used to achieve 
low internal resistance is by the use of 
output-pressure feedback as shown in Fig. 
13-130. A double-sided amplifier is con- 
structed by combining two of the units shown 
and driving the resultant two baffles out of 
phase. The amplifier internal resistance can 
be determined from the transfer function 
that relates output pressure to input baffle 
motion and load flow. As the frequency s 
approaches zero, the transfer function has 
the following asymptotic form: 




















| OP; 
P.(s) — | Pa |» (5) — 54 Oe 
OX» OP; 
= 
OP ar 
R, + | 2221) Q.(s) 13-146 
(Ry + a (13-146) 





The steady-state relation is found by letting 
the operator s go to zero in Eq. (13-146). 
When this is done, the result is 


P; = = Lp (13-147) 
OX» 





It is apparent that, in the steady state, the 
output pressure is unaffected by the flow Q;. 
Therefore, the zero jnternal-r¢sistance condi- 
tion is achieved in the steady state. 
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Fig. 13-130 Pressure-contro! valve amplifier (single- 
sided amplifier with pressure compensation). 


Actual measured steady-state character- 
istics for a valve of this type with a balanced 
load are shown in Fig. 13-131. The’ dotted 
lines represent the ideal result indicated by 
Eq. (13-147). Note that the compensation 
is valid only for static characteristics and 
that, during changes of flow, the amplifier 
will exhibit some transient internal resist- 
ance. 

By using other configurations, it is possible 
to design a hydraulic amplifier with very low 


internal conductance. Such a compensated 
amplifier approaches an ideal flow source. 
The compensation can be achieved by making 
use of the static flow force or by the use of an 
auxiliary orifice. 


13-6.19 ROTARY HYDRAULIC AMPLIFIERS 


13-6.20 Characteristics 

The rotary pump is commonly described 
in terms of a parametric family of curves 
of flow versus load pressure for various 
values of stroke (2 is the per unit stroke). 
This family of curves satisfies the following 
equation of flow: 


dg — 22 dx 4 - dP (13-148) 


Or 
where 
Q = flow delivered to line, in in.?/sec 
x = per unit stroke 


__ actual stroke (in in. or deg) 
full stroke (in in. or deg) 

P = pressure at inlet to load line measured 
above recharging line pressure in lb/ 
in.” 

A plot of typical flow-pressure curves is 
shown in Fig. 13-132. 


PL. (LB/IN.2) —g> 





Q, (1N.2/sEC) —> 


Fig. 13-131 Pressure-control valve amplifier with 
balanced load, dimensional plot of differential 
load pressure vs load flow. 
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The partial derivatives in Eq. (13-148) 
remain relatively constant. In terms of the 
pump geometry, they are evaluated by the 
relationships 


22 =e (13-149) 
H 

= ~ =i. (13-150) 
where 


D, = displacement of pump at full stroke, 
in in.*/radian 


®») = pump speed, in radians/sec 


Ly. = pump leakage, in in.®/Ib-sec 





Therefore 
dQ = (D,o,) dz — (L,,) dp 
= d,da — Dox dp (13-151) 
where d, = D,w, 
RELIEF 
VALVE 
BOUNDARY 
0, @ / 
0.75 Dd, o, 
w 
s 
z 0.5 D,%» 
oa 
0.25 Dio, 
x* 2 PER UNIT 
STROKE 
1000 2000 3000 
P, (LB/IN. 4) 


Fig. 13-132 Rotary pump, typical dimensional plot 
of load flow vs load pressure. 
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The hydraulic circuit illustrating Eq. 
(13-151) is shown in Fig. 13-133A; the cor- 
responding block diagram is shown in Fig. 
13-133B. Three schematic diagrams of rotary 
pumps are shown in Figs. 13-103, 13-104, and 
13-105. 


Pump leakage may be determined by vary- 
ing the pump load pressure by means of a 
variable throttling valve and then plotting a 
curve of flow variation versus load-pressure 
variation. The slope of this curve is the pump 
leakage L,,. The pump displacement D, is 
generally furnished by the manufacturer. D, 
may be determined experimentally by meas- 
uring the flow and the pump speed at full 
stroke (D, = Q/o, at full stroke). 


In the previous. discussion, all pressures 
are measured above that which the replenish- 
ing pump maintains in the low-pressure line. 
The replenishing pump replaces the oil lost 
because of piston and shaft leakage. It may 
be noted that the rotary hydraulic amplifier 
is analogous to the rotary electric amplifier 
(single-stage separately excited shunt ma- 
chine) . (48) 


13-6.21 INTERACTION OF LOAD 
AND VALVE 


In general, the output of a hydraulic ampli- 
fier is either a power piston or a rotary hy- 
draulic motor. For the case of the power 
piston, the mechanical component of the load 
includes the mass of the power piston and of 
all the parts attached thereto, any spring that 
opposes the piston motion, any viscous damp- 
ing present, the leakage between the power 
piston and the cylinder wall, and any addi- 
tional force opposing the power-piston mo- 
tion. The total mass (referred to the piston) 
is M, the opposing force is F,, and the coeffi- 
cient of piston leakage L, is found in accord- 
ance with Eq. (13-181). If the load consists 
of a rotary motor of fixed displacement, the 
load includes the motor inertia, rotational 
damping, and any opposing load torque. In 
addition, the capacitance, resistance, and in- 
ertance of connecting lines and the output 
cylinder(s) must be taken into account. 
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d, = D, «, 


x= X/X, 


X = STROKE OF PUMP, 


IN INCHES 


X_ = FULL STROKE OF 
PUMP, IN INCHES 


A. EQUIVALENT HYDRAULIC-SOURCE REPRESENTATION 





B. BLOCK DIAGRAM REPRESENTATION 


Fig. 13-133 Rotary hydraulic pump. 


The transfer functions of the various con- 
figurations are given in Tables 13-16 and 
13-17. Table 13-18 lists the hydraulic-circuit 
parameters for the rotary amplifier with vari- 
ous loads. 


13-6.22 Equivalent Hydraulic Circuit of 
Amplifier 


The equivalent hydraulic circuit that 
combines the effect of the lines and the 
piston load together with that of a valve of 
given gain and resistance is shown in Fig. 
13-134. If a compensated flow-control type 
valve is used, the shunting conductances 
10Q:/OP;| and |0Q2/oP2| become infinite at 


low frequencies. If a compensated pressure- 
control valve is used, the valve is represented 
by a pressure source with zero internal resist- 
ance (|oP;/095| = |AP2/0Q2| = 0) at low 
frequencies. In this case, compressibility C, 
of the lines may be neglected. Caution should 
be used here, however, since the pressure- 
control valves do not have zero internal resist- 
ance for dynamic changes. This is because 
compensation is obtained by feedback through 
the resistance RF, (Fig. 13-130) into the feed- 
back chamber, which has a finite volume and 
hence hydraulic capacitance. The values of the 
hydraulic-circuit elements in Fig. 13-134 are 
discussed in Par. 13-6.27. 
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A. OTHER FLOWS AND PRESSURES AS IN FIG. 13-106 


UPPER 
LINE 


LOAD, INCLUDING 


EQUIVALENT SOURCE 
COMPRESSIBILITY 


UPPER ORIFICE 


EQUIVALENT SOURCE LOWER 
LOWER ORIFICE 


LINE 
I 
( 
{ 
















1 3 
! | _pa, 
ap 
aA 
! se 

PRESSURE F I 

SOURCE IL = INERTANCE OF ONE LINE 
C, = COMPRESSIBILITY OF ONE LINE I . 
{ Cc = COMPRESSIBILITY OF V. CYLINDER VOLUME 
| ! 
B. 
Fig. 13-134 Four-way spool-valve amplifier and load, equivalent hydraulic- 
circuit representation. 
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TABLE 13-16 TRANSFER FUNCTIONS OF FOUR-WAY SPOOL-VALVE 
AMPLIFIER AND LOAD 


(a) No Feedback. Spring-Opposed Balanced Power Piston. (See Figs. 13-134 and 
3-137.) 


The piston and the load moved by the piston have mass M and damping B and are 
opposed by a spring whose spring constant is K. 








oP 
(? [ae |x Ox x) X(s) — — a + bis + bes? + bss*) 
Y(s) = 1+ 2L,R; 
> 1 + ays + aes? + ags® + a,gs* + as5s5 
where 


X(s) = spool displacement from center position 


Fy, = load force exerted on power piston. Positive load force is that which opposes 
motion caused by positive 2. 


rhe = motion of amplifier output (power-piston travel) 











|= hydraulic-amplifier pressure gain oPs . Use value of a for x = 0. 
Ox 
Then, OPs|_ as OP 2 | _ — oP : 
Ox Ox Ox 




















A = active area of power piston 
K = spring constant of power-piston spring 


b, _ Ci+Cco+ 2b, Ll, 


L; + 2L, 
be = CLI, 
scan, STE 
3 —= 
L; + 2L, 
a, = Let Co +2byliLs + 2Cx + RaCxbs + 2R Cals 
Ls + 2L, 
dy = —(Cxta + Cul) (Ls + 2L,) + 2C Tides + ReCx (Cr+ Cot 2bylrbs) _ 
Ls + 2L, 
dg — CeCe + 2C Cul + RoC xCil (Ls + 2hy) + Tw Cn (Cr + Co + 2bphits) 
Ls + 2L, 
ag we aC CoC ds + Tw rCiTn (Ls + 21) 
Ls + 2L, 
_ IyCxCoCuls 
en HeeD) ee 
oP 2Q 
Rs = | —~ b= Re= 
‘ | 0Q 2 >= / 5 oP 


13-140 








AMPLIFIERS USED IN CONTROLLERS 


TABLE 13-16 TRANSFER FUNCTIONS OF FOUR-WAY SPOOL VALVE 
AMPLIFIER AND LOAD (cont) 


Vi 
CL, =— 
L By 
Co — Veo/By 
L, = piston-cylinder wall leakage [see Eq. (13-181) ] 
Cr = A?/K 
R; —B/A? 
L 
T.. 2222: 
L A, 
Iu — M/A? 


V, = volume of one line from control valve to power piston, in in.® 
Voe2 = volume of oil under compression in one end of power piston, in in.® 


B =coefficient of viscous friction associated with load (not to include effect of piston- 
cylinder leakage), in lb-sec/in. 


L =lJength of one line from control valve to power piston, in in. 
A, = area of line from control valve to power piston, in in.? 
M =mass of power piston and parts moved by it, in lb-sec”/in. 
p = density of oil (see Par. 20-2), in lb-sec?/in.* 
By = bulk modulus of oil (see Par. 20-2), in Ib/in.? 
(b) No Feedback. No Spring. Balanced Piston. (See Figs. 13-134 and 13-135.) 


The piston and the load moved by the piston have mass M and damping B and are 
opposed by a force F,. 


|aP. 
2| Ox | es — (14 2L,R;s) (1 + bis + 628? + b38*) Fr (s) 
Y(s) — A(2R; at Rp + 2K 3L,Rs) A2(2R; + Rs + 2R3L,Ks) 
7 $(1-+ d,s + dps? + d3s* + d,s*) 


where the constants not previously defined are 


Pe 21,L; + Rs(Cr+ Cc + 2L,I1Ls) + In (Ls + 2L,) 


2+ Rs(L; + 2L,) 
2C LI, + RaCil, (Ls + 2L,) + In (Cr+ Co+ 2L,1 Ls) 
= 24 Ra (Ly 2L,) 
d= GoRWC + ICs (Ls + 2L>) 
2+ Rz(L; + 2L,) 


d, — IyCcC Ll, 
2+ Ra(Ls + 2L,) 
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TABLE 13-16 TRANSFER FUNCTIONS OF FOUR-WAY SPOOL VALVE 
AMPLIFIER AND LOAD (cont) 





(c) Position Feedback. No Spring. Balanced Piston. ( See Fig. 13-101.) 


The feedback lever ratios /,/l,; and l,/ls are defined as in Fig. 13-101. The load has mass 
M and damping B. The amplifier input is Z, the output is Y, and the valve motion is X. 










5 2s) = oO ee) [1 + b,s + bes? b3s?] F',(s) 
h 2hA a 
1 


1+ fis + fos? + fas? + fast + fss® 





Y (s) = 






where the constants not previously defined are 









fr = —*4__ (2Rs + Rp + 2RoL,Rs) 
21, | OF 


Ox 






















i= cee (21, + Rp (RsCz + RsCo + 2Lplz) + Iy (1 + 2L,Rs) ] 
21, | —— 


Ox 



















ss (2R3CiI, + RsCil,(1 + 2L,R5) + Iy(RsCr + RsCo + 2L,!1) J 
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Or 















fe = —94A_ [RsCoRsCU, + uC (1 + 2LpRs) ] 
21; oP. 
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TABLE 13-17 TRANSFER FUNCTIONS OF ROTARY AMPLIFIER AND LOAD 
(See Fig. 13-142) 





(a) Rotary Pump With Load Consisting of Rotary Motor or Piston but without 
prings. 






d,z (8) Pr (8) (Lu + Low) (4 4 2, § 4. me? 4-rst) 


_ 14 Rs (Ly +L) 1+ Re (Lu + Ly) 
1+h,s-+ hes? + hs? + hys* 






Q 
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TABLE 13-17 TRANSFER FUNCTIONS OF ROTARY AMPLIFIER AND LOAD 


(See Fig. 13-142) (cont) 


_ Ra (Cy + Co + LyLpuln) + Tipe + Te (Lye + Ew) 


1 + R, (Ly + Lu) 


= Ry (CoLbyult + LuCilt) + Cult +I (Ci + Co + Loli Ly) 


1+ Re (Lu + lps) 


ass R,C,Cel, + Ty (CoLoul + LyCiI,) 


1+ Rg (Ly + Lu) 
IyC, Cel, 


14+ Rg (Ly + Lys) 
= Dywy (for fixed-displacement motor load) 
_ O14 Cot Llib 


Dy + Lou 


Lys + LpwCols 


Ly + Ligu 


me C,Colr 
Lu + Lou 


= motor-shaft speed, in radians/sec 


= Avp (for piston load) 


— Laplace transform of per unit stroke 


= piston velocity, in in./sec 


For other parameters, see Fig. 13-142. 


(b) Rotary Pump With Load Consisting of Spring-Loaded Piston. 


Z piston 


mM, 


Me 


M3 


Ms 


_ aya (s) _ (s) 
Ly + Ligu 
14+ ms + ee + m3s? + mst + m;s°® 


= = (1 + 2,8 + nos? + ngs?) 


— Cr 42 + Luby, + RoCn (Lu + Low) + Cx 


Ly + Liou 


_ Cobol + Lu Cl, + RaCr (Ci + Cot LDuloult) + Clu (Lu + Lou) + Crboul 


| ae 


_ OiCali + ReCx (Cobpuls + Cilaulr) + Crt (Ci + Co + Lubpli) + CiCrls, 


bk. 


_ RrCuCiCols + Cru (Cobguls + CiLuls) 


jay He 


_ Cxly CsCl, 


ay 
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TABLE 13-18 CIRCUIT PARAMETERS FOR ROTARY HYDRAULIC 
AMPLIFIER AND LOAD (See Fig. 13-142) 






= pump leakage, in in.®/lb-sec 


= motor leakage, in in.5/lb-sec 







For leakage of rotary motors, see Par. 14-4; for leakage of piston-type motors, 
use L,. See Eq. (13-181) for defining equation. 


+(35) +> Auk 














C, =Cp4C,/2— 21% vinin.3/Ib 
By 
>(3*) i Ault 
Co. =Cy4+C,/2—2\2" . _2 in in.®/Ib 
M 










pli, 





I, z=line inertance — 







L 





= 1/2 total net cylinder volume divided by B, for piston-type load. Valid for cen- 
tered piston only. See Par. 14-4. 


Cu 

















l, = lengthof one line connecting pump to load, in in. 








A, = Cross-section inner area of line connecting pump to load, in in.? 












p = mass density of oil (see Par. 20-2), in lb-sec?/in.* 
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TABLE 13-18 CIRCUIT PARAMETERS FOR ROTARY HYDRAULIC 
AMPLIFIER AND LOAD (See Fig. 13-142) (cont) 


Fixed Displacement 
Motor Load Piston Load Piston Load 
No Spring No Spring With Spring 





*Infinite capacitance represents a short circuit; i.e., no circuit element present. 


T,, = load torque on motor shaft (not including viscous friction and inertia 
torque), in in.-lb 
F,, = load force on piston (not including viscous friction and inertia forces), 
in lb : 
Dy = motor displacement, in in.?/radian 
A = net piston area (not including piston-rod area), in in.? 
) J; = total load inertia referred to motor shaft (including gear train and 


motor inertia) , in lb-in.-sec? 


M,, = total mass of all parts moved by power piston, in lb-sec?/in. 


B, = rotary viscous friction constant, in lb-in-sec 

Bp = translational viscous friction constant, in lb-sec/in. 
K = spring constant of piston spring, in lb/in. 

By = bulk modulus of oil, in lb/in.? 


Note: If entrained air is present, modify capacitance in the manner indicated in Par. 13-6.27. 
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A. hydraulic amplifier is a device for con- 

‘Vverting input motion X into output motion Y 
in the presence of some opposing load force 
F’,. By combining the flow equations of the 
valve orifice with those of the load and by 
taking into account the effects of compressibil- 
ity, leakage, and inertance, it is possible to find 
the relationship between the Laplace trans- 
form of the input X(s), the output Y(s), and 
the load F,(s). This derivation is aided by 
ex pressing these equations in the form of an 
equivalent hydraulic-circuit representation 
sauach as Fig. 13-134. The hydraulic circuit is 
solved by the same methods used to solve elec- 
trical circuits. For example, in Fig. 13-134, it 
follows that 








Ps; = P, — Ti sQr1 (13-152) 
Qu: =| 2s oes eS P; — C1sPs 

(13-153) 

= Qn —Qee1 = Qui —CesP; (13-154) 


where the differential notation is dropped for 
convenience. See Table 13-16 for definitions of 
C1, I, and Ce. In Fig. 13-134, it also follows 
that 








Q7 = Qece2 + Qre =CcsPs + (Ps — Ps») 
Irs 
(13-155) 
Que = CisP2 + Ea a jae 2Q| x 
(13-156) 


Elimination of the variables not of interest 
yields the equations for Y(s), in terms of 
X (s) and F(s), tabulated in Table 13-16. 


Consider the case when a load consisting of a 
piston and an opposing force is taken into ac- 
count (see Fig. 13-135). In terms of the 
Laplace transform of the variable (assuming 
zero initial conditions) , the load flow becomes 


Q7 — AsY + L,(P7 = Ps) (13-157) 





———-__p L(P, = Ps) 





F 
A 





TOTAL MASS <M 


AREA wA 


Fig. 13-135 Equivalent circuit representation of 
load having mass and opposing force. 


where L, is the piston leakage coefficient and 
A is the cross-sectional area of the piston. If 
the piston-displacement flow is defined by the 
relationship 


Q, = AsY (13-158) 
then 
Qz — Q, + L, (P; —Py) (13-159) 


The pressure drop across the piston may be 
determined from the following relationship: 


(P, — P,)A = F, + Ms?Y 








and therefore 
_ F, MAs*Y 
sh lial” ie aor 
F, | M 
=A + az 8% 
(18-160) 
— Pr + IysQ, 
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where, by definition 
P,— fe. (13-161) 
M 


and F', is the force opposing the piston mo- 
tion. Equations (13-159) and (13-160) are 
interpreted circuitwise in Fig. 13-135. 

If, in addition to the load force F',, there is 
a spring force Ff, opposing the piston motion, 
it may be accounted for in the following man- 
ner (see Fig. 13-136) : By Hooke’s Law 


Fx — KY (13-163) 


where K is the spring constant. The pressure 
on the piston required to overcome the spring 
action is 





TOTAL SPRING RATE .K 


Fig. 13-136 Equivalent circuit representation of 
load having mass and spring and 
opposing force. 











rem 
_ KY 
— A 
= KQ>, 
A2s 
ei es (2) (13-164) 
Cr Ss 
A? 
whereCx = = . Therefore 
F, M KQ 
slated Wir tai ae?" 
1 
= P, + Ty8Q, + —(**) 
Cr Ss 
(13-165) 


Equation (13-165) is interpreted circuitwise 
in Fig. 13-136. 


If there is a viscous retarding force F» 
present, in addition to the spring and inertia, 
it may be accounted for as follows: 











F, —BsY (13-166) 
and therefore 
F 
P, = i 
_ BsY 
A 
_ BQ, (13-167) 
A? 
Hence 
F, M KQ, . BQ 
P, — P,; = oe oS ee 
a ay ila Si ade Le PT 


=r +e () + 8 


(13-168) 
A? 





where Lz; = 


Equation (13-168) is interpreted circuitwise 
in Fig. 13-137. 
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If pistons with different effective areas are Qoz = A7sY (13-171) 
used, as shown in Fig. 13-138, the flow equa- Qe = AesY (13-172) 


tions become 
For a load having mass, friction, compliance, 


Q, = A7sY + L,(P; — Ps) (13-169) and resisting force F, the force equation is 
Qs = AgsY + L,(P1 — Ps) (13-170) P,A, — P;As = F. + Ms?Y + KY + BsY 
(13-173) 


The circuit representation of Eqs. (13-169) 
through (13-173) is shown in Fig. 13-139. 
13-6.23 Block Diagram 

The block diagram that follows from the 
hydraulic circuit of Fig. 13-134 is shown in 
Fig. 13-140. This diagram may be further sim- 
plified to the form shown in Fig. 18-141. The 


Qs A Ay 
a, A . 





Fig. 13-137 Equivalent circuit representation of 
load having mass, spring, viscous damping, 
and opposing force. Fig. 13-138 Piston with unequal working areas. 





Fig. 13-139 Equivalent circuit representation of load having mass, friction, 
compliance, and opposing force. 
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x AND P, ARE INPUTS 


Q@, IS THE OUTPUT; Q, = As; 
Y¥ IS PISTON MOTION 


¥(s) = Q /As 


Fig. 13-140 Four-way spool-valve amplifier and load block diagram — hydraulic 
circuit shown in Fig. 13-134 — load has spring, mass, and dashpot. 


form shown in Fig. 13-141 is pertinent to any 
type of four-way valve used with a balanced 
piston. If position feedback is used, as shown 
in Fig. 13-100 or Fig. 13-101, the appropriate 
equations are those given in Table 13-16. Sub- 
stitution of numerical values for. particular 
cases may be made. Parameters in terms of 
pipeline and other dimensions and test data 





Fig. 13-141 Four-way spool-valve amplifier; 
simplified block diagram derived from 
Fig. 13-140. [See Table 13-16 for values of 
K,G,(s), K2G4s), and K3G;(s).] 


may be evaluated by use of the equations given 
in Par. 13-6.27. The transfer functions of 
four-way valves with and without springs or 
feedback are tabulated in Table 13-16. 


13-6.24 DYNAMIC RESPONSE OF ROTARY 
PUMP AND LOAD 


The dynamic response of a hydraulic ampli- 
fier determined in the absence of load is not 
simply related to the response of a loaded am- 
plifier since the load interacts with the source. 
Three load cases are of interest: rotary-motor 
load, translational load (piston), and the 
spring-opposed piston load. See Fig. 13-142 
for the circuit diagram applicable to each of 
the three cases. The circuit parameters for 
Fig. 13-142 are given in Table 13-18 and the 
transfer functions are given in Table 13-17. 
The compressibility of a pump is taken as the 
volume of oil under compression divided by 
the bulk modulus. This volume is approxi- 
mately one half the total cylinder volume. The 
cylinder volume is the displacement D, divided 
by 2x. 
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For example, in the case where the second- 
stage output is a spring-opposed piston, it is 


MOTOR & LOAD 





Fig. 13-142 Equivalent hydraulic-circuit, repre- 
sentation of rotary amplifier (pump) with load 
having hydraulic compressibility, leakage, and 

attached mass, spring, and viscous friction. 

(See Table 13-18 for values of circuit parameters.) 


13-6.25 DYNAMIC RESPONSE OF 
TRANSLATIONAL AMPLIFIER 
AND LOAD 


Translational amplifiers currently available 
usually consist of a force or torque motor, a 
first-stage hydraulic amplifier, and a valve. 
This entire unit is used to drive the output 
member, which can be either a piston or a ro- 
tary motor. Typical commercial configura- 
tions are shown in Fig. 13-143. The dynamic 
characteristics of the first stage of hydraulic 
amplification are listed in Table 13-19. It may 
be assumed that the tabulated frequency re- 
sponse relates the second-stage spool-valve 
position to the force-motor coil current. 

The block diagram shown in Fig. 13-144 in- 
cludes the effects of the force motor, 
I,(s) /E(s), the first stage of hydraulic ampli- 
fication, X(s)/I.(s), and the second-stage 
hydraulic amplifier (K,G,, KeG., and K3G;3). 
The force-motor transfer function is given 
in Eq. (13-174). The first-stage dynamics, 
G,(s), is obtained from the manufacturer’s 
data (such as shown in Table 13-19) or else 
calculated in the manner outlined in the pre- 
ceding material. The second-stage behavior 
depends upon the output that is supplied by the 
valve, and can be obtained from Table 13-16. 


apparent from (a) of Table 13-16 that 








9 | OP | A 
K,G, — —_ oz | K 
1771 1 + 2L,R; 
KG. = 1 + bi8 to toe 
K;G;3 = I 


1 + ais + aes? + dgs* + a48* + Ass5° 
The force-motor coil transfer function that 
relates coil current to applied voltage can be 
approximated by 





I.(s) I1/Rk 

E'(s) Le 41 (13-174) 
R 

where 

I.(s) = Laplace transform of coil current, 
in amperes 

E'(s) = Laplace transform of electronic 
preamplifier internal voltage, in 
volts 

R = total resistance in coil circuit 
(including amplifier internal re- 
sistance) , in ohms 

L, = force-motor coil inductance, in 


henries. 


13-6.26 PROBLEMS ENCOUNTERED IN USE 
OF HYDRAULIC AMPLIFIERS 


One problem encountered in the design of 
hydraulic amplifiers is that due to the loading 
effect of the amplifier on the preceding stage. 
This loading is due to forces caused by the 
flowing liquid. For a spool valve, the forces 
are steady-state forces due to flow past the 
corner of the piston plus a transient force due 
to the rate of change of flow. Lee and Black- 
burn (49) express the force as 


F, = pQU2 + pl a (18-175) 
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Fig. 13-143 Commercially available electrohydraulic servo valves. (Sheet 1 of 2) 


° titled 
Hydraulic Servo Valves’, by B. A. Johnson, L. D. Schmid, and 
J. Warshawsky. 
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Fig. 13-143 Commercially available electrohydraulic sesvo valves. (Sheet 2 of 2) 
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Fig. 13-144 Block diagram of electric amplifier, 
forque motor, and first- and second-stage 
hydraulic amplifier. 


where 


F, =axial component of force on valve pis- 
ton due to flow through one chamber, 
in lb 


p =density of fluid, in lb-sec?/in.* 


U. = axial component of velocity of fluid 
through valve orifice, in in./sec 


Q = flow through orifice, in in.*/sec 


l = axial distance between centers of in- 
coming and outgoing flows, in in. 


Additional simplifications lead to 


F, = —K,rx — K, & 
dt 


(13-176) 
where z is the piston motion, in in.; K, has 
the units lb/in.; and Kz has the units of vis- 
cous damping, i.e., lb-sec/in. The term Ke 
may be positive or negative. K, is positive 
and appears as a spring action. By suitable 
design, K, is kept small compared with the 
constant of the restraining springs. By de- 
sign, Kz is made positive, if possible. If Ke 
is allowed to be negative, it should be kept 
less than the coefficient of other viscous- 
damping terms present. Shaping of valve 
ports to reduce K, is discussed by Lee and 
Blackburn. “®) | 


The problem of silting or fouling by par- 
ticles of foreign matter is always present. 
Magnetic particles in the oil tend to foul the 
force motor (especially if a wet coil construc- 
tion is used, in which case the coil is exposed 
to the liquid). Filtering is universally used. 
Manufacturers’ specifications for filter capa- 
bilities should be obtained and followed 
strictly. Many systems use a filter rated at 10 
microns; i.e., particles larger than 10 microns 
cannot pass through the filter. A 10-micron 
particle has a diameter of 0.0004 inch. Hy- 
draulic-amplifier assembly and handling 
should be done in dust-free rooms. Utmost 
cleanliness in handling is desirable. 


Other difficulties encountered with the use 
of oil are its flammability (which may pre- 
clude its use in some applications), its prop- 
erty variation with temperature, and its 
tendency for external leakage. The viscosity 
of oil varies from infinity, as freezing is ap- 
proached, to nearly zero as decomposition at 
high temperature occurs. Various oils have 
been developed in an attempt to circumvent 
this difficulty. 


Entrainment of air in the hydraulic fluid 
causes serious deterioration of system per- 
formance due to the much lower bulk modulus 
of air (see Par. 14-4). Such entrainment is 
brought about by the mixing of oil and air in 
spaces where agitation is present. It may be 
possible by design to prevent this mixing; 
e.g., by increasing the replenishing pressure. 
Sticking or otherwise-faulty check valves in 
the replenishing line may effectively lower 
the replenishing pressure. 


Sundry auxiliary equipment used in con- 
nection with hydraulic amplifiers includes: 

(a) Filters 

(b) Pressure supplies 

(c) Relief valves 

(d) Heat exchangers 


The physical properties of oil that are of 
interest to the servo designer are viscosity, 
density, and bulk modulus. These and other 
significant properties are tabulated in Par. 
20-2. 
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13-6.27 HYDRAULIC-CIRCUIT ELEMENTS 


When studing a hydraulic circuit, one can 
find the circuit elements in terms of the di- 
mensions of the device and in terms of the 
properties of the hydraulic fluid used. Meth- 
ods of hydraulic-circuit analysis are similar 
to those used in analyzing electrical circuits. 
The variables are the pressure P, in lb/in.?, 
and the flow Q, in in.?/sec. The following 
equations determine the flow components: 


Leakage flow Q, = LP (13-177) 

Compressibility flow Q, =C a 
(13-178) 

Inertance flow Q, =— f Pdt 
(13-179) 


The flow coefficients in terms of dimensions 
are as follows: 


(a) Leakage coefficient (L) 
(1) Linear flow in pipes (Hagan-Poiseuille 
Law) 
_ «Dp 
1281 
(2) Linear flow between parallel plates 
(Stolarik’s Law; piston-wall leakage for oil 
velocity >> piston velocity ) 
bh’ 
~ 42ua 


(3) Turbulent flow in pipes (Reynolds’ 
number > 2,000) 


as (=) oe 


where 





(13-180) 





(13-181) 





(13-182) 


L =leakage coefficient, in in.5/lb-sec 
= inner diameter of pipe, in in. 
| =length of pipe, in in. 
= viscosity, in lb-sec/in.? 
b = length perpendicular to flow, in in. 


h =separation of plane surfaces, in in. 


x =length of surface parallel to flow, in 
in. 


Q, = flow, in in.?/sec 


f =dimensionless friction factor which 
occurs in the D’Arcy 


2 
formula: AP = f (=) (—) 
D 2 

p density, in lb-sec?/in.4 (See Par. 
20-2) 

AP = pressure drop across pipe of length J, 
in lb/in.? 

and 
VD 
Reynolds’ number = R, = *— (13-183) 


where 
V = velocity, in in./sec 


The friction factor has been determined ex- 
perimentally. It depends upon the Reynolds’ 
number and the roughness ratio e/D. The 
average height of the roughness projection, 
in inches, is e. A plot of the friction factor f 
versus the logarithm of the Reynolds’ num- 
ber, with roughness as a parameter, is called 
a Stanton diagram. One such diagram is 
shown as Table 13-20.* 


(b) Compressibility coefficient (C) 


(1) Homogeneous liquids 


V 


c= — 13-184 
B, ( ) 
(2) Liquid with entrained air 
V 
C26, tC. le | (13-185) 
i 


(3) Liquid in pipeline with entrained air 


C=C,+C,4+C, (13-186) 


*For additional information, consult more recent 


handbooks on this subject. 
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TABLE 13-20 FRICTION FACTORS 


SELECTED LOCATION OF ?# BY ROUGHNESS REL ATION 


Curve s.c 3.4 l 2 3 4 5 6 7 8 oS ae, G2 Ae os 14 15 16 17 18 
Roughness, 

per cent . 0.2 0.45 0.81 Be 2:1 3.0 3.8 4.8 6.0 7.2 10.5 14.5 19.0 24.0 28.0 31.5 34.0 37.5 
ee es O3S Up. koe + sane Megs re ee deta seas DE he ete cede —Ceneg MER ete ate Coen” SES 
Be ace Sto 2 72 48 to 66 14t042 6t012 4t05 2t03 1% ltol% 3/4 1/2 3/8 1/4 1/8 a ee ee 
Ce ee scree eer ahaae 30 10024 6to8B 3t05 24% Ate? 14.1. S74 T/2. v5. 38 ie Ewe, DS 

Sone a ee eee eee 480096 200048 120016 5t010 304 202% 1% % 1 

ee ate lacwate O86 421096 24t0 36 10t020 6to8 4t05 3 ‘ as 

| eels arene a: dre eis. See 84 to 204 48072 200 42 16t018 10t014 8 5 4 3 





A = Drawn tubing, brass, tin, lead, glass, diam., in. B = Clean steel, wrought iron, diam., in. C = Clean, galvanized, diam., in. D = Best cast 
iron, cement, light riveted sheet ducts, diam., in. E = Average cast iron, rough-formed concrete, diam., in. F = First-class brick, heavy riveted, 
spiral riveted, diam., in. In drawn tubing, actual inside diameter is given. In pipe, nominal size of standard weight is given. 
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Extracted from Mechanical Engineering, Volume 55, August 
1933, with permission of the publisher, The American Society 
of Mechanical Engineers, 29 W. 39th St., New York 18, N.Y. 
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where 
C =compressibility coefficient, in in.°/lb 





V 

Cc, =— 
! B, 
C= V. 
B, 


xD5| t 
————( 14+ — 
Cs 16 Et ( - = 
V, = volume of liquid under pressure, 
in in. 
B, — bulk modulus of liquid, in Ib/in.? 


V, = volume of air entrained in liquid and 
under same pressure as liquid, in in.’ 


V = geometric volume in which the mix- 
ture of oil and air is contained, in 
in.® 


B, — bulk modulus of air, in lb/in.? 
D = inner diameter of pipe, in in. 
1 = length of pipe, in in. 

t = thickness of pipe wall, in in. 
r =D/2 


E = modulus of elasticity for pipe 
material, in lb/in.? 


f, = relative compressibility constant 
and 

P,o< Bi <14P, 
where 


P, = average value of absolute pressure of 
compressed mixture, in lb/in.? 


A plot of the relative compressibility co- 
efficient as a function of pressure and amount 
of entrained air is shown in Fig. 13-145. For 
convenience, the pipe elastance effect may be 
found by using the relationship 


B, 


Cy — C, 
(EF) 


fe (13-187) 





where 


f. = elasticity factor (see Table 13-21) 


+ (5) (448) 


RELATIVE COMP. CONST. IS 


Vv 
v le RPS 5 en 
c,P2 


+— 8 
BL B.|/ 8B, 








ad 
o 


V, = VOLUME OF MIXTURE 
P = PRESSURE OF MIXTURE 
P, = SUMP PRESSURE = 15 PSI 


B= 250,000 PSI 


RELATIVE COMPRESSIBILITY CONSTANT 
° 





P, ABSOLUTE PRESSURE. PSI 


a, = FRACTION OF TOTAL VOLUME THAT IS GAS AT ATMOS- 
PHERIC PRESSURE. NO SOLUTION EFFECTS ARE TAKE? 
INTO ACCOUNT. 


Fig. 13-145 Relative compressibility coefficient a: 
a function of pressure and amount of 
entrained gas. 


Adapted by permission from the Journal of The Franklin Inst 
tute, Volume 248, No. 6, June 1947, from article entitk 
‘Hydraulic Variable-Speed Transmissions as Servomotors’, | 
G. C. Newton, Jr. 


TABLE 13-21 ELASTICITY FACTORS FOR PIP 
[For Use in Eq. (13-187)] 


















Wall Elasticity 
Pipe Size Thickness Factor 
(in.) (in.) f. 
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For steel tubing and the usual oils, C, is negli- 
gible, since B ~ 250,000 and EF ~ 30,000,000. 


(c) Inertance coefficient (J) 
j—et (13-188) 


where 
I = imertance coefficient, in lb-sec?/in.® 
p = density, in lb-sec?/in.4 
l = length of pipe, in in. 


A = cross-sectional area of pipe through 
which flow occurs, in in.? 


13-6.28 ILLUSTRATIVE EXAMPLE 


An example will serve to illustrate some of 
the ideas presented in this section. 


Statement of Problem 


(a) Find the frequency response of a hy- 
draulic amplifier consisting of a four-way 
valve and a balanced piston, as shown in Fig. 
13-134. 


(b) Find the transfer functions relating 
output motion to input motion and load force. 


(c) Construct the block diagram of the 
amplifier. 


Information 
piston net effective area — 1.5 in.? 
piston diametric clearance = 0.020 in. 
piston thickness = 0.32 in. 
piston outside diameter = 1.5 in. 
supply pressure = 3000 |b/in.? 


volume of oil in one end of cylinder (with 
piston centered) = 3 in. 


piston opposed by springs having total 
spring rate = 500 lb/in. 

total weight of piston and attached load 
= 10 lb 

each line connecting valve to piston = 4 in. 
long with internal diameter of 0.3 in. 

valve radial clearance (b) = 0.001 in. 
valve underlap (X,) = 0.01 in. 

valve diameter = 0.1 in. 


bulk modulus of oil = 250,000 lb/in.? 

viscosity of oil (u) = 2 « 10- lb-sec/in.? 

density of oil = 0.0381/386 lb-sec?/in.4 
13-6.29 List of Pertinent Equations and 

Parameters 

The circuit diagrams of Figs. 13-1384 and 
13-136 are pertinent. The transfer function 
is given by (a) in Table 13-16. The following 
parameters must be evaluated : 





; oP | 
valve pressure gain |— 
Ox 
valve resistance ee 
0Q 
line capacitance C, — V.i/Bu 


cylinder capacitance Co = Ve2o/By 


piston-cylinder wall 
leakage coefficient L, 


line inertance lL, = pt 
A, 

spring equivalent 

hydraulic 

capacitance Cr = A?2/K 


equivalent hydraulic 
resistance of load 
damping R,;,— B/A? 


equivalent hydraulic 
inertance of load 
mass Iy = M/A? 


13-6.30 CALCULATION OF VALVE 
CONSTANTS 


The valve constants may be found as fol- 
lows: By observing Fig. 13-119, | 9Q/oz | is 
seen to be a maximum at P./P, = 0.5 and at 
small values of 7/X,. At the same pressure, 
the minimum gain is about half the maxi- 
mum value. The value of 6 for this problem is 
0.1 for which no plots are presented. Refer to 
Table 13-15 and find the maximum gain. For 
x/X, — 0 and for po = 0.5, the table gives 


2Q 


Ox 
The effect of clearance b is seen to be negli- 








—e? | VP. ar = 53 (13-189) 


gible. In Fig. 13-114, the flow conductance 
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| 0Q/oP | is seen to vary parabolically from 
a minimum value that occurs at p. = 0.5. At 
Po — 0.5 and 2/X, = 0, Table 13-15 yields 


0Q]_ , _ end X.V2 V1I+P 
oP| V P, 





(13-190) 


Note, from Fig. 13-114, that the conductance 
varies from about half to twice this value 
over a reasonable operating range. By com- 
bining Eqs. (13-189) and (13-190), the pres- 
sure gain at po = 0.5 and x/X, = 0 is found 
to be 














0Q 
oP|_lorl_ P, (13-191) 
Ox Ea Xo 

> P 


This result was pointed out in Eq. (13-104) 
which could have been used directly. Since 
no measured value of Q,, is given, it is neces- 
sary to use Eq. (13-190) to evaluate the 
valve conductance. According to Par. 13-6.12, 
the coefficient c has a value of 100 for the 
density of oil given above. Substituting the 
other given values leads to 








QP} 3000 | aaeoe idee 
7 = =8X 10% Ib/ins (13-192) 
20 (100) (x) (0.1) (0.01) (72) 
or a \/ 3000 

— 9,008 in.?/Ib-sec (13-193) 


13-6.31 Calculations of Other Constants 


The other parameter values are found as 
follows: For reasonable amounts of en- 
trained air, Fig. 13-145 shows that the effect 
of entrainment is negligible for pressures 
above 500 psi. Since the given supply pres- 
sure is 3000 psi and the operating point is 
1500 psi, the entrainment will be dis- 
regarded. Therefore, the line capacitance is 


co, — Ve _ (4) (nd?/4) 
Ce Ve 4A) (nd*/4) 
By 250,000 


— 1.14 x 10-6 in3/Ib (13-194) 


The cylinder capacitance is 





V 3 ee 
Co= 2 = ——— = 12 10° in Nb 
= "B, 250,000 PSE Ane 
(13-195) 
The spring “capacitance” is 
A2 2.25 : 
Cr = — = — — 45 x 10° in /b 
X= "Kk — 500 le 
(13-196) 


The line inertance [from Par. 13-6.27] is 
I pl ( 0.031 4 
Pear ecieageaen 





— Ay \ 886 / (d?/4) 
= 0.0045 lb-sec?/in.* (13-197) 
The mass “inertance” is 
i M_ = 10 
A? (386) (2.25) 
= 0.0115 lb-sec?/in.® (13-198) 
The dashpot “resistance’ is 
R,;=0 
The cylinder leakage [from Eq. (13-181) ] is 
1, — dhe _ (ndy) he 
12px 12x 
_ (1.5) (r) (0.01) 8 
~ (12) (w) (0.32) 
= 0.6 in.®/lb-sec (13-199) 
13-6.32 Calculation of Coefficients a and b 
The coefficients a, through a; and ), 


through 6; of (a) in Table 13-16 are cal- 
culated next. When the numerical values 
are inserted, it becomes apparent that 
certain approximations are valid. The 
approximate relations are 


i <« — 0.0075 sec 


Pp 


as — Cxly = 5.18 & 10° sec? 





ds = (Cxlu) ( Ce —~ 5.18 x 10-° sec? 
oL, 
a, — InCxCrl, — 2.7 X 10-8 sec! 


Ce 
2L, 





a3 = (IyCxCu) ( ) — 2.7 % 107 sec? 
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Fee Cc 510 Anan The transfer function relating F',(s) to Y (s) 
' 2h, is seen to consist of only a quadratic, since the 
: two cubics are so nearly identical. The cubic 

bo. = C.I, — 5.13 & 10° sec? can be neglected in comparison with the quad- 





C. ratic, in any case, since its frequency range is 

bs = (Cuz) is L = 5.13 X 10° sec* 100 times that of the quadratic; and the fact 

. that all coefficients are near unity indicates 

13-6.33 Results, Simplification, and that the cubic does not have one low-fre- 
Significance quency first-order factor. Therefore, the ex- 


From (a) in Table 13-16, the transfer 
function relating input, load force, and out- 
put is 





90X(s) — ae 4 1045 4+ 5.13 X 10s? 4 5.13 X 10*8?] 

¥(s) — ————___ 
(8) = 1 9.0075s 4 5.18 x105s? 4 5.18 X 10°54 2.7 X 10-85" 4p 2.7 108 

(13-200) 


In order to gain some insight into the be- 
havior of the polynomials in s, substitute 
u— 10s in the denominator and v — 10“*s 
in the numerator. Then 





90X(s) — ae! 4+ v + 0.5180? + 0.5130] 
11 0.75u 4 0.518u 4 0.00518u> 4. 0.00002Tu* 4 0.0000002 Tu 


¥(s) = (13-201) 


pression can be simplified with very good 
Since the coefficients of the last three terms accuracy to 
of the denominator are so small compared F,(s) 
: : : 90X(s) — —EAS2 
with the first three, it can be inferred that the * AS) 00 
first three terms are approximately a factor Y(s) = 7a ia~—Sté«(18-208) 
: hal 1 + 0.75u + 0.518% 
of the denominator. Dividing them out leaves . 
a small remainder. If added accuracy were re- The natural frequency and damping co- 
quired, the method of continued trial division efficient of the quadratic are found to be 
could continue. When the denominator is fac- u, = 1.39 
tored in this approximate manner, the sec- 
ond factor can have 10-u replaced by v. The C = 0.53 
result is 


90X(s) — ae 4 v + 0.5180? + 0.5130] 
= (1+ 0.75u + 0.518u2) (1 + 0.990 4 0.517u? + 0.5208) 
13-160 


¥(s) (13-202) 
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4," %=Q& |\$9| X(s) 


FROM FIG. 13.134 DROPPING NEGLIGIBLE ELEMENTS 





EQUIVALENT TO ABOVE SINCE 

) EQUAL SERIES FLOW SOURCES 
ARE EQUIVALENT TO 4 SINGLE 
SOURCE 


USING SOURCE TRANSFORMATION 


Pea TL ~ PL 


COMBINING PRESSURE 
SOURCES 


Fig. 13-146 Simplified circuit diagram for illustrative example. 


In terms of the variable s, the natural fre- 
quency @, is 139 radians/sec. The simplifica- 
tions that are justified numerically consists of 
neglecting all parameters except C;,, /,,, and 
L,. The natural frequency and damping can 
be found in terms of these parameters. The 
zero-frequency gain in absence of load force 
(numerically 90) is approximately (from 














Table 13-16) 
g|2P|4 | 2Q|A 
lim Y (s) _ _lov|K _|ozr|K 
s>0 X (8) ] riiai—o 2L,fs Ly 
(1800) (559) 
— 006 =90 (13-204) 


The natural frequency is 





= 1 =| [K 
W, = =|; 13-205 
Va M M ( ) 
The damping coefficient is 
1,/1 A? 
c=— |/ —— — 13-206 
2 \V KM L, ee 
es | ae 
3 V knw xX (13-207) 
where 


xX = piston length 
d, — piston diameter 
2h = piston diametric clearance 


and the piston-rod area has been neglected. 
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w, = 139 RAD/SEC 
¢ = 0.53 


Fig. 13-147 Simplified block diagram for 
illustrative example. 


The effect of the load mass, restraining 
spring, and piston dimensions on the damping 
coefficient can be seen in Eq. (13-207). The 
natural frequency is seen to be that of the 
spring and mass, Eq. (13-205). The fre- 
quency response will be characterized by a 


break from a 0 dg/decade slope to a —20 
dg/decade slope at 139 radians/sec. At 139 
radians/sec, the amplitude-response curve 
has a value which is 0.5/C times the low-fre- 
quency value. The simplified circuit diagram 
is shown in Fig. 13-146. The block diagram is 
shown in Fig. 13-147. 

The flow Q, is found from the final simpli- 
fied circuit by dividing the pressure source by 
the sum of the impedances; thus 


Q, ——__fa ____ (13-208) 
R, + ys + — 
Crs 
where 
Q, = AsY(s) 
Di —F,/A 


Equation (13-208) can be solved for Y(s) in 
terms of X(s) and F',(s) with the same result 
as given in Eq. (13-203). In literal form, there 
results 

0Q| A X(s) — Fi (s) 
ox | KL, 


Cylys? + 228 4 1 
Ly 








Y(s) = (13-209) 


13-7 PNEUMATIC AMPLIFIERS* 


13-7.1 INTRODUCTION 


It is important that the reader keep fore- 
most in mind the following points concerning 
the material on pneumatic amplifiers: 

(a) Flow is always expressed herein in 
terms of weight flow (lb/sec). Since much of 
the available literature utilizes volume flow 
(ft?/sec), one must take proper account of 
the type of flow being treated. 

(b) Approximations for the equivalent 
source for a pneumatic amplifier in terms of 
design data hold only for small incremental 
changes within a restricted region of the set 


*By P.E. Smith, Jr. 


of curves describing the amplifiers operating 
characteristics. To determine system behavior 
over wide limits, one should resort to an ana- 
log computer. 

A pneumatic amplifier is a device wherein 
a mechanical input motion modulates the flow 
of a gas.** The gas is usually derived from a 
constant pressure source. The modulated gas 
flow imparts motion to a second movable part, 
the latter motion occurring at a much higher 


**Although the term “gas” is frequently used, the 
components discussed herein employ air as the pneu- 
matic fluid. 
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force level than that of the input motion. A 
pneumatic amplifier consists of two parts—a 
valve and a motor—the dynamic properties of 
which are inextricably combined. These prop- 
erties are treated in subsequent paragraphs 
of this section. The physical characteristics of 
pneumatic motors are described in Ch. 14. 


13-7.2 PNEUMATIC VALVES 


Pneumatic valves include a diversity of 
types, some of which are shown in Figs. 13-148 
through 13-150. The ‘choice of a particular 
type depends upon the pressure level of the 
pneumatic system employec. Pneumatic sys- 
tems can be divided into low-pressure and 
high-pressure systems. Low-pressure systems 
using a supply pressure of 15 to 20 psi are em- 
ployed in conventional process control, al- 
though some process control systems make 
use of 60 to 100 psi. Low-pressure systems 
make extensive use of nozzle-baffle type 
valves. Three-way valves of various configu- 
rations are also used in these systems. 


High-pressure systems, such as those used 
with servos in guided-missile work, employ 
pressures as high as 1000 to 3000 psi. Such 
servos might be used to achieve position con- 
trol of control surfaces, fuel valves, and nu- 
merous other objects. The higher-pressure 
systems frequently use sliding-plate valves or 
spool valves similar to those used in hydraulic 
servos. 


13-7.3 STATIC CHARACTERISTICS OF 
PNEUMATIC VALVES 


The static characteristics of sliding-plate, 
double conical-plug (throttling), and nozzle- 
baffle valves are discussed below. All have 
three-way valve characteristics. The charac- 
teristics of a four-way valve can be obtained 
from those of the three-way valve. It is essen- 
tial to consider the four-way valve as a com- 
bination of two separate valves, since com- 
pressibility usually cannot be neglected. The 
balanced four-way valve characteristics are 
useful only when compressibility can be 
neglected and a balanced load exists. Still fur- 
ther justification for the presentation of 
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three-way valve characteristics is the wide- 
spread use of spring-opposed diaphragm or 
bellows actuators driven by three-way valves 
or single-sided amplifiers. 


13-7.4 Orifice Flow 


The equation for flow through an orifice 
18 (52) 


W = CiAdf ( Py, Ts =) 


u 


(13-210) 


where 
W =weight rate of flow of air, in lb/sec 
Cz = orifice discharge coefficient 
A, = orifice area, in in.) 


f() = function of (_ ) 


P,, = upstream pressure, in psia 

T, = upstream temperature, in °Rankine 
(°F + 460) 

P, = downstream pressure, in psia 


It is convenient to rewrite part of Eq. 
(13-210) as 











P, Pp: P,; 
Py, Ty,— ) = C,. —f.il— 13-211 
f (Pu Te pt) = Csr h(p*) (18-211) 
where 
Ks 
Ci 9 Ks+1 
Ks—1 
R, (= + *) 
2 
° : / 
= 0.54, in eee aL LU Da for air 
sec 


g =acceleration due to gravity = 386 
in./sec®) 


K, = ratio of specific heats (C,/C,) = 1.4 
for air 


R, = gasconstant — 2.47 x 10° 


in.” 
sec? — ° Rankine 


fi( ) = function of ( ) 


for air 
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% 


VALVE PLATE 


U+x 
SUPPLY 
ORIFICE oy 
| tv. 


SECTION A.A 





LOAD 


O, - EXHAUST ORIFICE (TOTAL OF 2) 
0, - SUPPLY ORIFICE (TOTAL OF 2) 

W, - WIDTH OF EACH EXHAUST ORIFICE 
W. - WIDTH OF EACH SUPPLY ORIFICE 
VALVE SHOWN CENTERED (X~ 0) 


NOTE: ONLY ONE HALF OF VALVE SHOWN; OTHER HALF SIMILAR 


Fig. 13-148 Schematic of sliding-plate valve. 


Based on Fig. 4, p. 286, from Transactions of the ASME, Volume 
78, February 1956, from article entitled ‘Study of Pneumatic 
Processes in the Continuous Control of Motion with Compressed 
Air—TI’, by J. L. Shearer. 
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7 


SUPPLY 


SEE DETAIL A | 
w_iP 
do 


e° et 


cos 6. (U +X) 


QZ) 


ORIFICE AREA & wd cos 6, (U + X) 


DETAIL A 


ee 





SHOWN WITH VALVE CENTERED (x =0) 


Fig. 13-149 Schematic of conical-plug type three-way valve. 


Equation (13-210) can thus be rewritten as 


(Fs) 


The function f;, (= jis plotted against = 
in Fig. 13-151. . : 


W= C.CiAs—o= 





13-212 
UT ( ) 


Equations for calculations of orifice area A, 
in terms of valve displacement for sliding- 
plate, conical-plug, and nozzle-baffle type 
three-way valves are given in Table 13-22. 


Therefore, the flow W through an orifice with 
area A, (corresponding to a given valve posi- 
tion) and with discharge coefficient C, can be 
determined for any set of values of the param- 
eters P,, P,, and T,,. 


13-7.5 Nondimensional Flow 


Nondimensional flow is used in order to 
present data that is applicable to most types 
of valves. It is obtained by dividing the actual 
flow by the quiescent-leakage flow W, that 
occurs through the supply and exhaust orifices 
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EXHAUST 
W..P.,T, 


he 
SUPPLY + ; 


. 





LOAD 


Fig. 13-150 Schematic of nozzle-baffle three-way valve. 





P 
4 <0. 
5 0.53 





P,/P, —> 


Fig. 13-151 Plot of restriction factor versus pressure ratio for flow of 
compressible fluid through an orifice. 


Extracted from Transactions of the ASME, Volume 78, February 
1956, with permission of the publisher, The American Society 
of Mechanical Engineers, 29 W. 39th St., New York 18, N. Y. 
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when the valve is centered and there exists 
zero load flow. For air, the nondimensional- 





flow equation for is 

















/ P, ets i P, 
B= (045) RE (0-8) Sey Bea 
P, P, 


TABLE 13-22 ORIFICE AREA EQUATIONS FOR PNEUMATIC THREE-WAY VALVES 



















Equation for Orifice Area A, C3 
(in in.?) A 
Valen y ee (=) at X — 0 
Supply (Ags) Exhaust (A.e) Aos 
Sliding-plate 2w,(U + X) 2w,.(U — X) We 
(X <U) (X <U) We 
(total of 2 orifices) (total of 2 orifices) 
Conical-plug nd, cos 6, (U — X) nd, cos 6, (U — X) d, COS 6, 
(X <= U) (X <= U) d, COS 0, 






Nozzle-baffle = nd?,—xdU xd,(U — X) 





(by design) (X <= U) 
where 

U = valve underlap, in in. 
X = valve displacement, measured from center position, in in. 
1, = width of supply port, in in. 
Ww. = width of exhaust port, in in. 
d, = diameter of supply port or restriction, in in. 
d. = diameter of exhaust port or nozzle, in in. 
6, = measure of supply-plug taper, in deg 

y 6- = measure of exhaust-plug taper, in deg 
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where 
W, = load flow, in lb/sec 
W,= quiescent-leakage flow, in lb/sec 


X =vvalve displacement, measured from 
center position, in in. 


U = valve underlap, in in. 

P, = load pressure, in psia 

P, = supply pressure, in psia 

P= load pressure for X = 0, W, = 0, in 
psia 


C3 = ratio of exhaust orifice area to supply 
orifice area at X — 0 


Cae = exhaust orifice discharge coefficient 
Ca, = supply orifice discharge coefficient 
T, = supply temperature, in °Rankine 
T. = exhaust temperature, in °Rankine 
P. = exhaust pressure, in psia 


P,q depends upon the value of C3. Often, by de- 
sign, Pa, is made equal to approximately one 
half the difference between P, and P,. For a 
method of finding P,, from design data, refer 
to Shearer. 2) Equation (13-213) is not appli- 
cable to nozzle-baffle valves with fixed up- 
stream orifices. 


The relationship between W,/W, and P./P, 
for various values of valve displacement is 
shown by the family of curves in Fig. 
13-152. (52) 


For this figure, a value of C3C4./Ca, = 1 was 
used. Since, for this particular case, the sup- 
ply and exhaust orifices are equivalent to two 
identical resistances in series, P,, = 0.5 
(P, — P.). Curves similar to those in Fig. 
13-152 can be determined experimentally, 
rather than theoretically, for a given valve. 
If the valve is available, the experimental 
method is preferable, since the necessity for 
making various simplifying assumptions is 
eliminated. 


13-7.6 Equivalent Source 


The equivalent source for a pneumatic valve 
can be represented by two quantities — pres- 
sure gain 0P,/oX and internal shunt conduc- 
tance 0W./oP,. The equivalent source can be 
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Fig. 13-152 Nondimensional plot of theoretical 
load flow versus load pressure for open- 
center (underlapped) three-way valve. 


Adapted fromTransactions of the ASME, Volume 178, February 
1956, from article entitled ‘Study of Pneumatic Processes in the 
Continuous Control of Motion with Compressed Air—I,’ by 
J. L. Shearer. 


determined from the curves in Fig. 13-152. 
The change in flow dW, can be written as 


OW. ow 





dw, = —— dX + ——dP, 
ox OP. 
and, with dW, = 0, the pressure gain is 
ow. 
oP, =a 
“aX Xow (13-214) 
OP. 
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From Fig. 13-152, one can determine 


O(WIW) gO We/We) 

0(X/U) O(P./Ps) 
These quantities can be dimensioned by mul- 
tiplying by W,/U and W,/P,, respectively, to 
obtain 0W./oX and internal shunt conduct- 
ance 0W./oP.. Pressure gain O0P./oX can 
then be obtained by substitution into Eq. 
(13-214). 


13-7.7 Plate-Valve Static Characteristics 

By determining A(W./W,) versus A(X/U) 
along lines of constant (P./P,) in Fig. 13-152, 
it is observed over a considerable portion of 
o(W./W,) 
that ———__—+— 

o(X/U) 
therefore, an approximate value of 0W./0X is 
OW. _ Wa 

ox U 


For the plate valve, the quiescent-leakage 
flow W, is 


the figure ~~ 1. In this region, 


(13-215) 





WwW, = 1.08C,,w,UP, fi; (= 
VI, P 


where w,isthe width of the supply port, in 
inches, and all other quantities are as 
previously defined. Since P,,/P, ~ \% (for 
P, >> P.) and f; (1%) =1 (see Fig. 13-151), 


(13-216) 


8 





the ratio of W,/U becomes 
WwW, P, 
— = 1.08C,,w, ——= 13-217 
7 ae ie ( ) 


A reasonable value for C,, is approximately 
0.85.62) At 7, = 540° Rankine (60°F) and 
Cas — 0.85, Eq. (13-217) reduces to 


We _ (1.08) (0.85) | 


U \/520 





»P, — 0.04w,P, 
(13-218) 


Since 0W./oX =~ W,/U, an approximate 
value for 0W./oX (for P, >> P., Ca, = 0.85, 
T, — 540° Rankine) is 


ow. 


“OX” sz 0.04w,P, (13-219) 


Analysis of Fig. 13-152 shows that the value 


of 0 (W./W) varies more widely than that of 
0(P./P.) 
W.,/W 
a However, in a portion of the 
region bounded by — 0.5 < X/U < 0.5, 
0(W./W,) 


~~ 2. In this region, therefore, 
0(P./Ps) 


and approximate value for plate-valve ampli- 
fier internal conductance 0W,/oP, is 





ow. ~ 2 Wy —92 ( 1.08C,,w0.U 


oP. Ps VI, 
(13-220) 


For C., — 0.85 and T, — 540° Rankine, Eq. 
(13-220) reduces to 


OW. __ 0.080,U (13-221) 
oP. 


The equation for plate-valve pressure gain 
OP./oX is 











ow. 

OP. X 

“OX ~~ BW (18-222) 
OP. 


Substitution of Eqs. (13-219) and (13-221) 
into Eq. (13-222) yields an approximate 
value for 0P,/o0X as 


OP. Ps (13-223) 
ox 2U 

It is emphasized that Eqs. (13-219), (13- 
221), and (13-223) are rough approxima- 
tions. They should be used only as guide mark- 
ers or sign posts so that a rough appraisal of 
the valve’s internal conductance and gain can 
be made rapidly from design data; i.e., width 
of supply slot opening w,, underlap U, and 
supply pressure P,,. 


Since the compressibility of air varies as 
1/P and since 0W/oP [see Eq. (13-221) ] is 
not a function of P, the valve’s time constant 
[see Eq. (13-240) ] is inversely proportional 
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to P. Bandwidth, therefore, is proportional to 
P. Gain also is proportional to P [see Eq. 
(13-223) ]. Consequently, gain-bandwidth 
product, a Figure of Merit, is proportional to 
pressure squared. This clearly indicates the 
desirability of using high pressures. 


13-7.8 Conical-Plug Valve Static 
Characteristics 

The nondimensional parameters that 
describe the equivalent source for the conical- 
plug valve, calculated from the valve equa- 
tions, are presented in Figs. 13-153 and 13- 
154. The calculations are for the case of 
W, = 0and C;3C,4./Cze = 1. With 2w, = xd, cos 
6,, where d, is the diameter of the supply port 
(in in.) and 6, is the measure of supply-plug 


CURVE FOR PP, < 0.2 
NOT SIGNIFICANTLY 


PLOTTED FOR -1, WL. =0 


an 


Fig. 13-153 Nondimensional plot of internal shunt 
conductance versus valve displacement for 
conical-plug valve. 





taper (in deg) (see Fig. 13-149), curves st ch 
as those in Fig. 13-152 can be adapted to the 
conical-plug valve. The approximate equa- 
tions for this valve (for P, >> P,.) are 

















CiCas 
= (3) nd, cos 0,P,U 
(13-224) 
ow. W. 
— = 0.02xd, 6,f°s 
ax U eas 
(13-225) 
OW. _ 2We _ 9 oand, cos 0,U 
OP. P, 
(13-226 ) 
OBS 23a (13-227) 
Ox 2U 
13-7.9 Nozzle-Baffie Valve Static 
Characteristics 


The nondimensional parameters that 
describe the nozzle-baffle valve equivalent 
source are presented in Figs. 13-155 and 
13-156. The internal conductance and the 


@) 
— 


a(w WW 


0(X/U) 








Fig. 13-154 Nondimensional plot of flow gain 
versus valve displacement for 
conical-plug valve. 
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Fig. 13-155 Nondimensional plot of internal 
shunt conductance versus baffle opening 
for nozzle-baffle valve. 


pressure gain can be determined as follows: 
(a) Internal conductance 90W./oP.. Di- 
o(W./W,) 
O(P./P.) 
Fig. 13-155 by multiplying by W,/P, to 
obtain 0W./oP.. W,/P, is expressed in terms 
of design parameters as 


Wy — C.CaA, 
PR 8 VT 
where A, is the cross-sectional area of the 
supply orifice, in inches’, and all other quan- 

tities are as previously defined. 
(b) Pressure gain OP./oX. Dimension 

P P o(W./ W,) 
PuP) | oo 
Fig. 13-156 by multiplying by (W,/U) 
(P./P,) to obtain o0W./oX; then divide 
OW./oX by oW./oP, to obtain oP./oX. Use 
the following dimensioning quantities: 


mension from the curves in 


(13-228) 


from the curves in 
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Fig. 13-156 Nondimensional plot of gain versus 
baffle opening for nozzle-baffle valve. 


(1) W,, as determined from Eq. (13-228 

(2) U, corresponding in this case to tl 
orifice opening at which P,, — 0.5(P, — P. 
W,=— 0, given by 


U oe CaAs 
rCadle 


where d, is the diameter of the exhau 
orifice, in inches, and all other quantiti 
are as previously defined. 

(3) P,./P,, taken from a- no-load pressu) 
versus opening curve such as that shown 
Fig. 13-157. In general, such a curve is ava 
able from the valve manufacturer or can | 
determined readily by measurement. Alte 
natively, it can be computed from the bas 
equations of orifice flow. 

The ratio P,/P, is actually a function | 
load flow. The results found using the pr 
ceding method, therefore, hold only for rel 
tively small values of load flow around : 
average value of zero. The only practic 
alternative procedures are to calculate t 
pressure-flow product versus opening curv 
from the orifice equations or to acqui 


(13-22¢ 
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a— PP, 


THIS CURVE IS FOR THE 
FOLLOWING SET OF 
PARAMETERS: 


d/d, - 5/8 
P/P, = 0.405 





xX/d, — 


Fig. 13-157 Nondimensional plot of load pressure 
versus baffle opening for nozzle-baffle valve. 


similar data from measurements. Since the 
nternal shunt conductance varies over a 
wide range (see Fig. 13-155), use of the 
ysreceding method of approximating the 
jimensionalized pressure gain appears 
justified. 


The designer of pneumatic servos may be 
required to design the component pneumatic 
amplifiers. It is useful to be able to compute 
curves, such as those given in Fig. 13-157, 
hat establish the pressure gain 0P,/o0X. The 
‘ollowing method can be used: 

(a) Obtain a plot of the measured dis- 
charge coefficient C,, of the exhaust nozzle 
0 be used. If unavailable, use the plot given 
n Fig. 13-158. 

(b) Multiply C.. by X/d.=Z to obtain 
Jeol, also plotted in Fig. 13-158. It is suffi- 
ient to take 0 < Z < 1.0. 

(c) Choose values of d, and d,. In order 
0 choose d,, it is helpful to have an approxi- 


cs 
= 
ae 
ie 
a 
= 
Va 
ia 
N 
= 
Zz 
a 





Fig. 13-158 Plots of (1) discharge coefficient 
versus baffle opening; and (2) discharge 
coefficient-baffle opening product versus 

baffle opening for typical exhaust 
nozzle in nozzle-baffle valve. 


mate expression for pressure gain 0P,/oX. 
This approximation is given by 


OP. pan P,—P. = (7:—*) ("*) 


ox 2U 2 Ca Az 


~ 2 (13-230) 





d, 
ah 


If there is no other criterion, let d, = d,. 

Then, 22s. 2(P.— Pa) 
ox d, 

set of supply and exhaust pressures, choose 

d, and thence d, to achieve the approximate 

pressure gain desired. 

(d) Select a value of X and determine 
Z = X/d,. The useful range of Z is approxi- 
mately 0< Z < 0.1. 

(e) Find C,,Z (from plot) for this value 
of Z. 

(f) Compute X/U =o from the relation 


4d?, 
C= ora Cac Z 


and, for a given 





(13-231) 
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To compute o, use the values of d, and d, 
chosen in step (c) and use the value of Cz, Z 
determined in step (e). Use C., = 0.85 if no 
contrary data is available. 


(gz) Compute A=P./P, 
values of pressure). 


(use absolute 


(h) Using the computed values of i and o, 
find P,/P, from Fig. 13-159 for the value of 
X assumed in step (d). 


(i) Repeat for other values of X. 
(j) Plot the curve of P,/P, versus X/d,. 


13-7.10 DYNAMIC BEHAVIOR OF 
PNEUMATIC AMPLIFIERS 


The dynamic properties of pneumatic am- 
plifiers (valve and motor combinations) are 
analyzed most readily by use of an equiva- 
lent-circuit representation (see Fig. 13-160). 
The methods of determining an equivalent- 
source representation for a three-way valve 
have been presented in the preceding mate- 
rial of this section. The remaining elements 


required to complete the equivalent circuit 
are defined and equations for determining 
their values are presented herein. Dynamic 
behavior of four-way and three-way pneu- 
matic amplifiers is also discussed. 


13-7.11 Equivalent-Circuit Elements for 
Pneumatic Systems 
The equivalent-circuit elements for a pneu- 
matic system consist of resistance FR, capaci- 
tance C, and inertance J. These elements 
represent flow coefficients in the pneumatic 
system and are defined such that 





leakage flow W, = LP = _- 
Ry 
seades dP 
compressibility flow W;e =C ae 
inertance flow W, = j a at 
(13-232) 


13-7.12 Resistance. Resistance elements fall 
into two classes — linear and nonlinear. 





Fig. 13-159 Plot of pressure ratio versus exhaust-to-supply orifice area 
ratio for nozzle-baffle valve. 
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Fig. 13-160 Equivalent-circuit representation for pneumatic amplifier (three-way 
valve) with spring-o; »osed ram load. 


Linear resistance is typified by capillaries 
and by parallel plates spaced close together. 
The value of resistance R.., for capillary 
flow“) is given by the Hagan-Poiseiulle 
formula, applicable for Reynolds’ numbers 
less than 2000, as 


128vl —s- 128 yl 
ngd' i 79 pda 








Reap = (13-233) 


where 


Rap = resistance of capillary, in sec/in.? 


v =kinematic viscosity = 2.28 x 10° 
in.”/sec, for air at 60°F and 14.7 
psia 

l = length of capillary, in in. 

g  =acceleration due to gravity = 386 
in./sec? 

d =diameter of capillary, in in. 

u — air viscosity = 2.5 x 10° 

°o 3/4 
AC" + 23)"" e203) sec/in.” 
273 
p =Mmass density of air, in lb-sec?/in.* 


The minimum length of tubing l,,;, for linear 
flow) (Reynolds’ numbers < 2000) can be 
found from 





AP _ 6.4% 10! we. (13-234) 
where 





Lnin = Minimum length of tubing for linear 
flow, in in. 
AP = pressure drop across tube, in psi 
R, = gas constant = 663 in./°Rankine for 
air 
P,, = average pressure, in psia 
Tr = temperature, in °Rankine 
Calculated values of l,,;,, for tubing of various 
diameters are listed in Table 13-23. These 
values were determined for the case of 
AP = 15 psi and P,, = 25 psia. 
Resistance for parallel-plate flow R,,, is 
given by 


Rog, = 20! 
gpbh* 





(13-235) 


where 


Ry yar = resistance of parallel plates, in sec/ 
in.? 


1  =length of plate parallel to flow, in in. ¢ 
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TABLE 13-23 MINIMUM TUBING LENGTHS 
FOR LINEAR FLOW 


Minimum 
Length 
(in in.) 


Tubing 
Diameter 
(in in. < 10-3) 





b =width of plate perpendicular to flow, 
in in. 
h  =distance between plates, in in. 


The equivalent resistance of an orifice Rory 
is a nonlinear quantity, given by 


1 


Rory = (13-236) 


OW 
oP 
where 
Rory = equivalent orifice resistance, in sec/ 
in.? 
PrP =P, — Pp; 


and W, P,, and Py are as defined in Eq. 
(13-210). W can be determined from Eq. 
(13-212) for various values of P, using values 
of f:(P./P.) obtained from Fig. 13-213 or 
from the relationship 


fi (5) — 3.31 (ay y/1— (Es) 
P. P, P. 


13-7.13 Capacitance. The capacitance of a 
volume is a measure of the storage property 
of the volume. The value of capacitance of a 
given volume is dependent upon whether the 
thermodynamic change within the volume is 
isothermal or adiabatic. The capacitance of a 
volume for isothermal changes is 


V. g V. 
C2 13-237 
I Rp, P._ ( ) 
where 
C; =capacitance for isothermal changes, 
in in.5/Ib 
Vaw = average volume of air under pres- 


sure, in in.3 
R, = 663 in./°Rankine for air 


Tr,, = average temperature of volume, in 
°Rankine 


p9 = weight density = 3 x 10° P,, lb/ 
in.’ for air at 60°F 


P,, = average pressure of volume, in psia 


The capacitance C, of a volume for adia- 
batic changes is 


CC, — Vow 0 Veo 
“= KR. Tr, 
where 


(13-238) 


C4 = capacitance for adiabatic changes, in 
in.5/Ib 

K, = ratio of specific heats (C,/C,) = 1.4 
for air 


13-7.14 Inertance. Inertance is a measure of 
the pressure required to accelerate the mass 
of a fluid. The inertance J of a length of air- 
filled tubing is 


l 


[I =— 13-239 
ae ( ) 
where 
I =inertance of length of air-filled tubing, 
in sec?/1n.? 


tl =length of tubing, in in. 
A = cross-sectional area of tubing, in in.” 


g = 386 in./sec? 
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13-7.15 Time constant. The time constant tre 
of a resistance R and a capacitance C in series 
is the product RC. For a capillary and a 
volume, trc is the product of the resistance 
Reap Of the capillary and the capacitance C of 
the volume. For a volume experiencing an 
isothermal change, tro is given by 


tro = Reap C1 = (a (eos) 


mg pd* | ae 
— 128 yl Vor (13-240) 
nd‘ Pay 
13-7.16 Pneumatic Equivalents for Dashpots, 
Springs, and Masses 


The equivalent-circuit representation of a 
pneumatic amplifier must take account of 
dashpots, springs, and masses (mechanical 
elements) of the load. The equations used to 
account for these mechanical elements are: 


B 


Rk: = —— 
(a) Rez og A? 


(13-241) 
where 


Rs, = pneumatic resistance to account for a 
dashpot, in sec/in.? 


= damping constant of dashpot, in lb- 
sec/in.? 


A = OF /dP = effective area of load ele- 
ment, in in.? 


For a piston, A = = 


force exerted on piston 
pressure exerted on piston 


2 
(b) Cr= 224 





(13-242) 


where 


Cr = pneumatic capacitance to account for 
a spring, in in.5/lb 


K = spring constant, in lb/in. 


M 


ly = ——_— 
(c) ly og A? 


(13-243) 


where 


Iy = pneumatic inertance to account for a 
mass, in sec?/in.? 


M = mass, in |b-sec?/in. 


13-7.17 Dynamic Behavior of Four-Way 
Valves 


Methods of determining the equivalent 
source for a three-way valve were presented 
previously. Two such sources account for the 
behavior of the four-way valve, as in the case 
discussed for hydraulic valves in Par. 13-6. 
Hydraulic four-way valve equations are found 
in Table 13-16. By introducing the definitions 
of Eqs. (13-232), (13-241), (13-242), and 
(13-243), the hydraulic equations can be 
used for predicting the dynamic behavior of 
pneumatic four-way valves. It should be 
noted that the definitions of Rs, Cx, and ly 
for hydraulic circuits (see Table 13-16) differ 


PHASE ANGLE, DEGREES 


AMPLITUDE RELATIVE TO LOW 
FREQUENCY, DECIBELS 





FREQUENCY, CPS 


CURVES A — MAXIMUM PISTON STROKE = 8.9 MILS 


CURVES B — MAXIMUM PISTON STROKE = 53 MILS 
PISTON AREA «0.67 INCHES2 
MAX NO-LOAD VELOCITY = 14 IN/SEC 
TOTAL STROKE = 1.0 INCH 


Fig. 13-161 Frequency-response curve for a four- 
way pneumatic servomechanism with 1000 psi 
supply pressure (plate-valve and piston 
combination with position feedback by 
electrical means). 


Adapted by permission from Proceedings of the National Con- 
ference on Industrial Hydraulics, Volume VIII, 1954, from article 
entitled ‘‘Development of Valves for the Control of Pneumatic 
Power’, by S. Y. Lee and J. L. Shearer. 
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from those for pneumatic circuits by the 
factor pg. For air at 60°F, pg = 3 < 10* P 
lb/in.?, where P is taken as the average pres- 
sure P,, about which the linear model is 
developed. 


An example of the dynamic behavior of a 
servo using a four-way valve is cited by Lee 
and Shearer.(*) The servo consists of an elec- 
tronic amplifier, a force motor, a four-way 
valve, and a piston. It employs position feed- 
back from the piston to the input of the elec- 
tronic amplifier by means of an electrical pick- 
off. The dynamic behavior of this servo is sum- 
marized in terms of the servo frequency re- 
sponse shown in Fig. 13-161. 


At present, the supply of standard pneu- 
matic equipment capable of high performance 
in servos operating at high-pressure levels is 
limited. The example cited, therefore, is illus- 
trative of possible performance attainable in 
equipment carefully designed and built to 
order. It is not representative of performance 
to be expected from standard industrial de- 
Signs. 


13-7.18 Dynamic Behavior of Three-Way 
Valves 


The source and load arrangement for a 
three-way valve with spring-opposed ram is 
shown in Fig. 13-160. The line and ram capac- 
itance have been combined. The inertance of 
air, usually negligible, is excluded. 


ox 


Bi aoe ir tgasi 
Y out (S) =4| ) Yin (s) (R’, Cs + ) f(s) 


Ram velocity can be found from the me- 
chanical displacement flow W, by dividing W. 
by pg A, where A is the effective area of the 
ram. The transfer function relating ram dis- 
placement to valve (input) displacement can 
be readily obtained from Fig. 13-160 by writ- 
ing the circuit equations and solving for the 
transfer function. 


The origin or reference point for valve 
input displacement is taken as the valve- 
centered position of the input member for the 
plate and conical-plug valves and as the orifice 
opening U for the nozzle-baffle valve. With 
the valve input member at the origin and 
with no flow to the load, the cylinder pressure 
is the quiescent pressure P,,. The input 
(baffle) motion of the nozzle-baffle valve is 
denoted by the symbol —. The valve opening 
X for the nozzle-baffle valve is related to dis- 
placement from the quiescent point by 


ny eee (13-244) 


By choosing €— in this sense, a positive & 
causes a positive load-pressure increment 
similar to the case for the other-way valves. 


The transfer function relating ram dis- 
placement to valve displacement is 


(13-245) 


1+ ays + ans? + ags? 
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where 


Your(S) = transform of fluctuation of ram 
displacement around the aver- 
age displacement Y,, [see Eqs. 
(13-246) and (13-247) ] 


A — effective area of ram, in in.” 


OP 
ox 


Y,,(s) = transform of valve input dis- 
placement from quiescent 
(transform of X for plate and 
conical-plug valves, transform of 
E for nozzle-baffle valve) 


= valve pressure gain, in lb/in.° 





R’, = = —— —' 
8 Lp oe 
OW, 
OP. 
Lp = ram leakage, in in.?/sec 
OW. -=valve internal conductance, in 


OP, in.?/sec 


C = capacitance of system average 
volume, in in.5/Ib 


$ = transform operator 


P.,(s) = transform of id = transform of 





(Fie F:.) 
A 
Fy = fluctuating component of load 
force, in lb 
F, = total load force, in lb 
F,,, = average value of load force, in lb 
K = spring constant of opposing 
spring, in lb/in. 
Q, = R’,Cxr+ R’.C + RaCx 
Qe = R;R’.C Cyr + InCr 
a3 = 1,CKR’.C 
7: 
Cr = ae , in in.®/Ib 


B. : 
R — ———,, in sec/in.? 
B 9 A? / 
B = load damping constant, in lb-sec/ 
in. 

I — ————,, in sec?/in.? 

u og A? / 
M = load mass, in lb-sec?/in. 


The average displacement Y,,, in inches, is 
determined from either of the following rela- 
tions: 


(a) For the case of an unstressed spring 
at Y = 0 


Lay 


Paq — —— (13-246) 


K 


(b) For the case of initial spring com- 
pression of F'x9 pounds at Y = 0 


XY i — 


Fry + Fro 


Poa — rr (13-247) 


Y,. = 
kK 
If Y(t) = C [Y..:(s)], then the total ram 
displacement Y, in inches, is 


Y=Y,,+ Y(t) (13-248) 
13-7.19 Typical Performance of 
Low-Pressure Three-Way Valves 


The performance of a low-pressure pneu- 
matic amplifier consisting of a conical-plug 
valve and a diaphragm valve (motor) was 
investigated. The diaphragm valve had a 
volume V of 46 in.,? an effective area A of 
63.6 in.,2 and an average pressure P,, of 29.5 
psia. The opposing spring had a constant K 
of 1000 lb/in. Ram leakage Lp and the fluctu- 
ating component of load force F,, were zero 
and the mass M can be neglected. 


For the above amplifier, Eq. (13-245) be- 
comes 
A oP, 
K ox 
ts +1 


Yin(S) 
Foie (s) = 
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where 


V AB 
— R, A* 
m (p+) 9 





46 63.6? 
==K, —]| (3 x 10° x 29.5 
a 5 7" ney re x , 


— R, (5.63) (8.85 « 10-°) 
ee ae 
G.  _9(W./W.) ,. We 
O(Pa/P.) P, 
By substituting the value of W,/P, from 
Eq. (18-224), it follows that 


1 
3 ( W,/W,) CiCus 7 A, COS 06 U 
O(P./Ps) VT, 


R, is determined from the following values 
for constants, coefficients, and parameters: 


kh, = 





,, ico 





0(W./W,) | = 
x = 2.6 
2(P./P.) |= op = 4) 
) (from Fig. 13-153) 
4 = 0.54 
C4, — 0.67 
| d, = 0.135 in. 
6, = 60° 
U = 0.006 in. 
T, = 520° Rankine 
Pe _ 4 
P, 


Substitution of the above values into the 
expression for R, gives 


—_ \/520 


Whence 


t= (1.9 X 10!) (5.63) (8.85 x 10-) 








(2.6) (0.54) (0.67) (a) (0.135) (0.5) (0.006) 


The measured value of t was 5.6 seconds. 
Calculated values of t for other values of 
X/U are given in Table 13-24. 


The preceding amplifier was used with 
position feedback and a loop gain of 80. The 
resultant closed-loop response was predom- 
inantly first order with a break frequency 
of about 2 cps. Comparing this servo per- 
formance using a supply pressure of approxi- 
mately 37 psia with that reported by Lee and 
Shearer (Fig. 13-161) of 60 cps at a supply 
pressure of 1000 psi, one obtains the fol- 
lowing: 


bandwidth ratio = ~. = 30 
pressure ratio = — = 27 


The contention that bandwidth is propor- 
tional to pressure (see end of Par. 13-7.7) 
appears to be borne out in practice. 


TABLE 13-24 CALCULATED TIME CONSTANTS 
FOR A THREE-WAY CONICAL-PLUG VALVE 


Time 
Constant 
(in sec) 


— 1.9 x 10! 


= 9.5 sec 
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3-7.20 ADVANTAGES AND 
DISADVANTAGES OF PNEUMATIC 
SYSTEMS 


The principal advantages and disadvan- 
ages of pneumatic systems in relation to 
ystems employing other media are given 
elow. 


|'3-7.21 Advantages 


(a) The control fluid can be released to 
he atmosphere at any convenient point. 


(b) Spilled fluid causes no fire hazard 
ind no housekeeping problem. 


(c) The variation of viscosity with tem- 
yerature is less for air than for liquids, 
illowing air to be used over wider temper- 
ature ranges. 


(d) A large energy storage capacity is 
feasible in the form of accumulators or tanks. 
In rocket work, the same gas that is used 
(0 fuel the missile might also be used to 
control it. 


(e) Air is available almost universally 
(high altitude and underwater environments 
are notable exceptions). 


13-7.22 Disadvantages 


(a) Filtering to remove water, oil, dirt, 
2nd metal particles is an absolute necessity. 


(1) Moisture in air at low temperatures 
sannot be tolerated because freezing would 
prevent servo operation. Even at ambient 
remperatures above freezing, air must be 
water-free. 


(2) Oil, required for lubrication of com- 
oressors, might form an explosive mixture if 
entrained in air. 


(3) Dirt and oil can clog small passages. 


(b) Air is not a lubricant of much worth ; 
friction forces are troublesome at valve 
stems, at piston walls, and between moving 
parts of control valves. If clearance is large 
enough to avoid friction, excessive leakage 
occurs, (54) 


(c)} The speed of response of a pneumatic 
servo is inherently less than that of a hydrau- 
lic servo. The slower response of the pneu- 
matic servo results from the high compres- 
sibility constant of air, since a servo’s un- 
damped natural frequency o, varies inversely 
with the square root of the compressibility 
constant. For a cylinder of given size, stroke, 
and force capability, the compressibility con- 
stant of air is between V/P and V/1.4P and 
that of oil is V/B,,, where P is the air pres- 
sure in cylinder volume V and B,, is the bulk 
modulus of the oil. A reasonable value of P 
might be 2500 psi, whereas the value of Bm 
might be 250,000 psi. Air entrainment in oil 
might, in an extreme case, reduce B,, to 
25,000 psi. For the above values of P and B,n, 
the ratio of the compressibility constant of 
air to that of oil can be expected to lie within 
the limits of 100 and 10. Therefore, whereas 
a 400-cps hydraulic system is possible today, 
a 40- to 80-cps pneumatic system is about the 
best that can be expected. 


(d) Pneumatic systems, as compared with 
electrical systems, require additional aux- 
iliaries such as filters, compressors, and relief 
valves. 


(e) Transmission of pneumatic signals 
over an appreciable distance results in a slow 
speed of response as compared with electrical 
transmission. 
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13-8 MECHANICAL AMPLIFIERS* 


13-8.1 BASIC TYPES 


‘There are two basic types of mechanical 
amnplifiers. One type produces a variable- 
speed output from a constant-speed source. 
The second type produces a variable-torque 
output from a constant-power source. 


* By P.E. Smith, Jr. 
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13-8.2 Variable-Speed-Output 
Mechanical Amplifier 


Variable-speed gears can be classified as 
variable-speed-output mechanical amplifiers 
since, by displacement of a control member, 
they convert a constant-speed input into an 
output at a higher or lower speed. Two ex- 
amples are shown in Figs. 13-162 and 13-163. 
Displacement of the control member requires 
a driver or preamplifier such as a solenoid, 
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Fig. 13-162 Ball-dise integrator. 


Courtesy Ford Instrument Company 
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Fig. 13-163 Cone-and-disc amplifier. 


By permission from The Theory of Control in Mechanical 
Engineering, by R. H. Macmillan, Camridge University Press, 
New York, N.Y. 


a low-power servomotor, or a force motor. 
Since almost all servomechanisms utilize elec- 
trical error signals, a preamplifier must be 
designed to accept such signals. In rare cases 
where a mechanical error signal is used in- 
stead of an electrical signal, a series of me- 
chanical amplifiers may prove advantageous 
from the standpoint of weight and space lim1- 
tations. 


13-8.3 Ball-disc integrator. Mechanical ampli- 
fiers with accurate relationship between in- 
put motion and output speed are often used 
as integrating mechanisms in analog com- 
puters. One type of widely used integrator is 
the ball-disc type shown in Fig. 13-162. The 
disc input gear turns another much larger 
gear upon which is mounted a disc. The disc 
rotates two steel balls, one of which is 
mounted on top of the other. The top ball, in 
turn, rotates a roller at the end of which the 
output gear is fastened. The balls are held in 
position between the roller and the disc by a 
movable carriage, which permits positioning 
of the balls anywhere along the roller axis 
from one edge of the disc, through its center, 


to the opposite edge. With constant input— 
gear speed, the output gear rotates fastest 
when the steel balls are positioned at the 
outer edge of the disc and slowest when the 
balls are near the disc center. The direction 
of rotation of the output gear is reversed 
when the balls are moved from one side of 
the disc center to the other side. Thus, the 
carriage position controls the speed and direc- 
tion of the output gear. The springs on the 
frame carrying the roller provide the neces- 
sary pressure to hold the roller, balls, and 
disc in continuous contact with each other. 


13-8.4 Cone-and-dise amplifier. A somewhat 
different mechanical amplifier is shown in Fig. 
13-163. Here, two cones are mounted on paral- 
lel-axis shafts, with the smaller end of each 
cone adjacent to the larger end of the other. 
The cones are separated by a movable control 
disc that is in pressure contact with both 
cones. Either shaft can be the constant-speed 
input, since the device is symmetrical. Output 
speed is varied by changing the position of the 
control disc. However, direction of output- 
shaft rotation cannot be reversed unless the 
input-shaft rotation is reversed or the device 
is modified. By contrast, the ball-disc amplifier 
output can be reversed without reversing the 
input or modifying the device. 


13-8.5 Variable-Torque-Output 
Mechanical Amplifier 

The most widely used form of variable- 
torque-output mechanical amplifier is based 
on the principle of the capstan. Two forms of 
the double capstan amplifier are shown in Fig. 
13-164. Operation is as follows (see Fig. 
13-164A) : The power source causes the bevel 
gears to rotate. These gears transmit the rota- 
tion to the spur gears which rotate freely on 
the input (6,) and output (6,) shafts. At- 
tached to the output spur gears are hubs on 
which the capstan cords are wound. If the 
input shaft is rotated clockwise (viewed from 
the right), the right-hand cord wrap-around 
angle is decreased slightly and the left-hand 
angle is increased. The result is an increase in: 
the tension in the cord from the left capstan 
to the output shaft and a decrease in the ten- 
sion in the right-hand cord. Thus, net torque 
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Fig. 13-164 Two forms of double capstan amplifier. 
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is produced, tending to rotate the output shaft error angle, 6, — 6,. This particular device is 
in the same direction as the left-hand capstan _ similar to one developed by Bush and de- 
is turning (counterclockwise, viewed from _ scribed by Crank” in which a belt device was 
the left side of the amplifier). The torque used instead of gears. 
tends to align ¢with@sas som sé. ined uP 9.86 STATIC CHARACTERISTICS OF 
.¢) a 
stans become equal, and no torque results. For jommaations LIFIERS 
small errors, the torque is proportional to the § 13-8.7 Ideal and Actual Characteristics 
The ideal properties of the speed and torque 
types of mechanical amplifiers, together with 








CONTROL INPUT, TORQUE SOURCE the actual characteristics, are shown in Figs. 
mcgllgs 13-165 and 13-166. The characteristic equa- 
VN uax—o ; 
025 050 O75 10 tions are 
1.0 1.0 ze a0 a0 
Y dQ = ——dxX +—dT (for speed type) 
2 ox or 
= 0.75 ts (13-249) 
g | Ba 
G < ie = 
= | 
025 & 
te 
z 
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o 0.5 1.0 
TORQUE T/Tyax —p> 
IDEAL 
CHARACTERISTICS 3 
a 
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CONTROL INPUT, TORQUE SOURCE a. 
AMPLIFIER 
V/V MAX 
050 
oe on = 1.0 
4 1.0 w 
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| 4: 
a: o7 .8 
e = oo 
aS < “ul 
= mee 
Re 0.50 ae 
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© 
025 r TORQUE T/T,, AX : 
o an Oy ax 
Vv = (0.028 
a5 ] 1.0 oF " Tax 
TORQUE T/Ty, x —> wax - 42.660 242 
ACTUAL : 
CHARACTERISTICS Twax = 10 OZAN, 
Fig. 13-165 Ideal and actual characteristics of Fig. 13-166 Typical speed-torque characteristics of . 
mechanical amplifiers. variable-speed-output mechanical amplifier.  y 
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aT — Ff ora +o 


~ do (for torque type) 
oY 


(13-250) 
where 
OQ = speed of output shaft, in radians/sec 
T = torque at output shaft, in oz-in. 
X, Y = input motion, in in. 


The static characteristics of the integrator 
(ball-disc) and capstan types of amplifiers are 
discussed in the following paragraphs. 


13-8.8 Static Characteristics of Integrator 
Type Mechanical Amplifiers 

Common names for this type of amplifier 
are ball-disc integrator or VSD (variable- 
speed drive). A typical set of static character- 
istics is shown in Fig. 13-166. The measured 
values of the constants 0,,; and 7m, are 
42.66x radians/sec and 10 oz-inch, respective- 
ly. The value of the amplifier unloaded gain, 
Q2/eX, is 112 radians/inch-sec. The amplifier 
internal impedance, 90/907, is 0.375 radian/ 
0z.-iN-Ssec. 

The manner in which the amplifier charac- 
teristics are related to its dimensions will now 
be discussed. Figure 13-167 shows a cross sec- 
tion through the cylinder (roller). The force, 





Fig. 13-167 Schematic of working parts of 
integrator type mechanical amplifier. 


F, is the ball (loading) force which holds the 
cylinder, balls, and disc in mutual contact. 


The output speed depends upon the disc 
speed and the carriage displacement, X, as fol- 
lows : (60.61) 

xX 

oO; = R Wp 
where w, is the disc speed in radians/sec. 
From Eq. (13-251) it follows that: 


(13-251) 


(13-252) 


The relation betwen speed and load torque 
is found as follows. Assume that the drive 
motor speea is unaffected by the load torque 
required from the VSD. The effect of this 
loading will be examined later. The percent- 
age slip is defined ‘*!) as follows: 

(Sr) a? 
or 
Ql 


(13-253) 


S= < 100 


where 2, = speed at no torque. 


The percentage slip ‘) has been found, for 
one type of amplifier, to be: 


T 


s=85 — (13-254) 
F 


where 
T, = torque at which slip is measured 
F = ball force, in ounces 


Substitute ©0,, from Eqs. (13-251) and (13- 
254) into Eq. (13-253) and let dT = T,. There 
results 





QQ. ee S x Qa ee es 0.850 pX 
or 100 (ae RF 
(13-255) 


The factor of proportionality (0.85) in Eq. 
(13-255) may not hold for all types and models 
of integrators ; however, the form of the equa- 
tion is general. 


The optimum design of ball-disc integrators 
has been investigated and reported.‘*)) The 
following assumptions were made: 
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dynamic output torque which 
. one percent slip is equal to 3/8 
stall torque at the output. Fur- 
e apparent coefficient of friction 
bearing surfaces does not vary 
e, lubrication, surface finish, and 
prials. 
limiting ball force is proportional 
2 of the ball size. 
limiting ball force is inversely 
| to the cube root of the expected 
lis. 
limiting ball force is inversely 
| to the fourth root of the average 


weight of the unit is propor- 
cube of the distance between disc 
2 center line of the output shaft 
r, Assumption (a) is based upon 
its and, in terms of a coefficient of 
eads to the empirical relation 


8 = 3pFR/8 (13-256) 


ut torque at 1% slip, in oz-in. 
torque, in 0z-in. 

icient of friction 

force, in ounces 

ider radius 


the above assumptions, there re- 
he cylinder diameter should be 
1il diameter. Other relationships 


kd,3 (13-257) 
F (13-258) 
)0/L) 1/8 (13-259) 
)/Sn)*/4 (13-260) 

(13-261) 


diameter, in in. 
lb /in.? 


2xpectance, in hours 


Sp = average speed of balls, in rpm 


Srp — average speed of roller (cylinder), in 
rpm 


The characteristics of some typical variable- 
speed drives are tabulated in Table 13-25. 


The effect of a non-idea] disc drive-motor is 
as follows. If the disc drive-motor has a droop- 
ing speed-torque characteristic so that its 
speed is given by 


Op = Wpo — KkuT p (13-262) 
where 

Wp. = no-load disc drive-motor speed 

Ky = aconstant 


Ty = VSD output torque referred to the 
disc motor shaft plus torque losses 


the disc motor torque is 
Ty = (X/R)T. H+ Tress (13-263) 


where 


T, = torque at VSD output 
T oss torque losses referred to disc motor 


The losses in torque are those due to the losses 
in the disc shaft bearing(s), the disc thrust 
bearing, the balls, and the cylinder 
motor. (69.61) Substitution of Eq. (13-263) into 
Eq. (13-262) and the result into Eq. (13-251) 
results in 


ee 


Partial differentiation of Eq. (13-264) leads 
to the term 


an, X\? 
aT, R 


The complete expression for 00/O0T is the sum 
of the values given by Eqs. (13-265) and (13- 
255), namely: 





ae Ku Toss 
(13-264) 


(13-265) 


7 R 


On 0.850p.X (5 2 k 
a oo ee oe ee M 
or RF 


(13-266) 
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13-8.9 Static Characteristics of Capstan Type 
Amplifier 


The capstan type of torque-output amplifier 
may be analyzed in the following manner: The 
law of a single capstan relating the output 
torque T’, to the tension in the input cord 7; is 


T, = T rev (13-267) 
where 

r = capstan drum radius 

u = coefficient of friction 

6 = angle of cord wrap-around 

e = base of natural logarithms = 2.718 


The double capstan in Fig. 13-164A, with in- 
put tension 7,,, in both cords, has zero output 
torque as long as the input and output shafts 
are aligned. If the input shaft rotates slightly 
so that 0; > 6, by an amount &, the torque 
exerted on the output shaft by the two cords 
becomes 


T, — T, re“'*t+S) and T, = T,,rev(¢§) 
(13-268) 
where 


¢ is the angle of wrap-around with 6; = 4,. 
Total output torque is 7, — T:,, or 


T, = re“eT,, (eS — ev) 


= 2ureT,,& (13-269) 
provided that p§ << 1.0. A typical set of 
values is®®) 4 — 0.25, @¢ = 6a, and e — 1138. 
For values 7 = 1 inch and T,, = 2 ounces, T,, = 


113E. Thus, or = 113, where Y is the error 


E, in radians, and torque is in inch-ounces. The 
relation between 9, and 6, depends upon the 


load torque. Although the value of 2 may 


not be zero, it is apparently quite small be- 
cause Crank 5”) does mention the necessity for 
stabilization of the amplifier. The block dia- 
gram relating 0, to 0, assuming 907/02 = 0, 
is given in Fig. 13-168. Inspection discloses 
that, with no viscous damping of the output 
shaft, the device is characterized by 





6.(3) __ 1 
6;(s) (=) 41 (13-270) 
Wy 
where 


o, = |/ ergte , in radians/sec 


J = load inertia 
$ = complex Laplace transform 


13-8.10 DYNAMIC BEHAVIOR OF 
MECHANICAL AMPLIFIERS 


13-8.11 Capstan Amplifier 


The dynamic behavior of the capstan ampli- 
fier is exemplified by the amplifier equation 
[Eq. (13-270) ] and block diagram (Fig. 13- 
168). In the actual system, a dashpot or an 
aluminum disc and alnico magnets can be used 
to provide a viscous-damping factor of € in the 
region of 0.3 < € < 0.8. The natural frequency 
W, iS unaffected by this addition. Practically, 
two such amplifiers can be cascaded. In such 
a case, the output of the first may be princi- 
pally the inertia of the input cord carrier of 
the second plus the viscous friction and what- 
ever additional frictional] load is present. Iner- 
tias of 0.01 oz-in.-sec? or less appear possible, 
so that a value of 100 radians/sec for w, can 
be achieved. Since the second stage faces a 
heavier load inertia, a somewhat lower nat- 
ural frequency results. 





Fig. 13-168 Block diagram of capstan amplifier, 
with load inertia J and load torque T_. 
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Fig. 13-169 Capstan amplifier with electrical input. 
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In certain cases, the input to the mechanical 
amplifier may be furnished by a transducer 
whose input is electrical, such as a two-phase 
servomotor (59) or a solenoid. In such cases, 
the transducer may be loaded by the mechan- 
ical amplifier. A somewhat altered block 
diagram results rather than Fig. 13-168. The 
combined diagram of the amplifier and a two- 
phase servomotor transducer appears as Fig. 
13-169A wherein servomotor control voltage 
is E', servomotor output speed is o,,, torque 
constant is K,,, and damping B,, (see Par. 
14-3). The effect of loading on the servomotor 
is the torque which is assumed to be related to 
mechanical amplifier load torque by K,,,a con- 
stant. The amplifier is assumed to have some 


damping, B, such that = 1/B. A tachom- 


eter can be used with the servomotor. 9 The 
voltage appearing at the motor control wind- 
ing due to the tachometer is E’; =K,o,,. The 
inertia of the amplifier output shaft is J,; the 
inertia of the servomotor and its load is J,,; 
the constant K, = 2ure"*T,,; and the amplifier 
output velocity is w, radians/second. 


The steady-state relationship for the ampli- 
fier driven by servomotor can be found from 
the block diagram by first simplifying it as 
shown in Fig. 13-169B and then letting s = 0 
therein. The result in terms of output speed, 
torque, and servomotor control voltage is: 





. = Ti 
Wo — ae a | (13-271) 
Pmt Kn Pmix 
ee ee 


Compare Eq. (13-271) to the servomotor 
speed-torque characteristic [see Eq. (14-75) 
with s = 0] which is 








(13-272) 





The effect of the amplifier is to increase the 
servomotor torque constant by a factor of 
1/K,, and to multiply the motor damping by 


the factor 1+ (=) K, | this last effect 


being due to the inclusion of the tachometer, 
not any property of the mechanical amplifier. 
The resultant torque-speed characteristic of a 
typical amplifier ©) is shown in Fig. 13-169C. 
Some typical values for an amplifier capable 
of delivering about one-horsepower output are 
tabulated in Table 13-26. 


13-8.12 Integrator Amplifier 


The dynamic behavior of the integrator am- 
plifier is characterized by results similar to 
those produced by the capstan amplifier with 
added damping. These results are illustrated 
in Fig. 138-170, where a position feedback is 
shown dotted. 


TABLE 13-26 SOME TYPICAL VALUES OF 
MECHANICAL AMPLIFIER PARAMETERS 


volt-sec/radian 
second 
dimensionless ratio 


oz-in./volt 


oz-in.-sec/radian 


oz-in./radian 


0z-1n.-sec? 


13-8.13 OTHER MECHANICAL AMPLIFIERS 
13-8.14 Clutch-Type Amplifiers 


Clutches of the on-off type may be consid- 
ered as mechanical relays. Clutch operation 
can be by electrical means (solenoids) or by 
application of air or hydraulic (oil) pressure. 
An example of a solenoid-operated clutch, as 
used in servomechanisms, is shown in Fig. 13- 
171. This device was part of one of the first 
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AMPLIFIER AND INERTIA LOAD 


K, = GEAR RATIO, IF USED 
K, = GAIN OF PREAMPLIFIER 
DOTTED LINES INDICATE FEEDBACK (NOT PART OF AMPLIFIER) 


C. SOURCE +INERTIA LOAD + EXTERNAL FEEDBACK 


Fig. 13-170 Block diagram of integrator-type amplifier with inertia load 
and exfernal feedback. 
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Fig. 13-171 Solenoid-operated clutch. 
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electrically operated airplane autopilots. An- 
other type of solenoid-operated clutch (oper- 
ating from direct current) is shown in Fig. 
13-172. Two procedures for determining a 
torque 7 required for this clutch are as 
follows: 


py — PX 5200 _ . (13-273) 
N 
where 


T = torque, in lb ft 
HP = horsepower of motor or other power 


source 
N = speed of clutch, in rpm 
S = a service factor (consult manufac- 


turer’s catalog) 


A tabulation of typical characteristics for the 
clutch in Fig. 13-172 is given in Table 13-27. 
Torque for brakes may be calculated from 
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Eq. (13-273), the resulting torque being the 
retarding effort. The other equation that is 
useful is based on the torque necessary to pro- 
duce constant acceleration and is 


_ WK XN_ (13-274) 
308 x ¢ 
where 
t — time required to accelerate rotating 
parts from 0 to maximum speed, 
in sec 


WK2 — moment of inertia, in lb ft? 
W =weight, in lb 


K -=radius of gyration, in ft 
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Fig. 13-172 Solenoid-operated clutches. 
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TABLE 13-27 CHARACTERISTICS OF 
SOLENOID-OPERATED CLUTCH 


Required 
D-C Coil 
Power 
(watts) 


Trans- 
mitted HP 
(at 100 rpm) 


Maximum 
Torque 
(lb ft) 
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Courtesy Stearns Electric Corporation. 


Equation (13-274) is applicable to drives 
with flywheels or rotating parts to be accel- 
erated in a given time t. Types of driven 
loads are: 





(a) Steady. Starting torque is low; run- 
ning load is smooth and uniform, without 
shocks. 


(b) Light shock. Starting torque is some- 
what greater than running torque, but peak 
loads are comparatively low and infrequent. 


(c) Severe shock. Starting torque and 
peak loads are 200 to 250 percent of the 
running load. Fluctuating running load, 
heavy shocks, or reversals occur frequently. 
Magnetic-particle clutches, also very com- 
monly used, are discussed in Par. 14-6. 


13-8.15 PROBLEMS ENCOUNTERED WITH 
MECHANICAL AMPLIFIERS 


13-8.16 Capstan Amplifiers 


The most important problems are those 
imposed by friction forces, either necessary 
or parasitic. For example, the capstan oper- 
ates by means of sliding or slipping friction, 
which wears out the cord and necessitates 
frequent replacement thereof. Crank” cites 
various types of cords suitable for the pur- 
pose, using graphite for a lubricant. Other 
problems encountered are: uneven, jerky 
operation due to oil spots on the drums; and 
loosening of the cords. In addition, the ampli- 
fier is unstable unless damping is used, and 
heat is generated when slippage occurs. Heat 
must be dissipated artificially. 


13-8.17 Integrator Amplifiers 


Theoretically, this type of amplifier oper- 
ates without slippage and friction between 
the disc, balls, and roller. Practically, some 
slippage does occur, producing friction and 
consequent wearing of the parts. This is 
especially true of the disc, in which an in- 
dentation may occur near the center, result- 
ing in a “dead” spot. 


Operation of the integrator with an offset 
carriage causes more wear than in the case 
where the carriage passes across the center 
of the disc.) Dirt particles in the lubricant 
used cause very severe wear and must be 
guarded against. Dust housings are recom- 
mended. Use of a gear reducer on the output 
of the integrator with a higher disc motor 
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speed results in an increase in the torque-to- 
total-weight ratio.) Operation at low tem- 
perature can cause difficulty due in part 
to:'*)) 


(a) insufficient clearance in the ball 
carriage 


(b) radial squeezing of the cylinder bear- 
ings by aluminum housing 


(c) insufficient thrust clearance on 
cylinder 

(d) high viscosity of lubricant. 
Use of all steel housings or steel bushings 
can reduce some of these difficulties. 
13-8.18 Clutch Amplifiers 

Clutch linings wear rapidly, limiting the 
number of engagements before the linings 
must be replaced. 
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